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Introduction 


This  publication  contains  an  unofficial  reprint  of  ( a)  excerpts  from  the  Public 
Health  Service  Act,  as  amended  (42  U.S.C.  201,  et  seq.),  which  are  applicable  to 
the  control  of  biological  products  and  of  (b)  the  regulations  (42  C.F.R.  Part  73) 
pertaining  to  biological  products  adopted  pursuant  to  such  Act,  in  effect  as  of 
January  1,  1967. 

Interstate  shipment  and  the  export  or  import  of  biological  products  were  orig- 
inally subject  to  Federal  control  under  the  provisions  of  the  "Act  of  July  1,  1902" 
(32  Stat.  728,  729).  On  July  1,  1944,  this  authority  was  consolidated  with  other 
laws  relating  to  the  Public  Health  Service  by  enactment  of  "An  Act  to  consolidate 
and  revise  the  laws  relating  to  the  Public  Health  Sei'vice,  and  for  other  purposes" 
(Public  Law  410,  78th  Congress;  58  Stat.  682).  Part  F  of  Title  III  of  the  Public 
Health  Service  Act  is  the  part  that  relates  specifically  to  the  control  of  biological 
products. 

The  Public  Health  Service  Regulations  consist  of  Title  42,  Subchapter  I  of 
the  Code  of  Federal  Regulations.  This  chapter  was  rearranged  and  reprinted  in 
its  entirety  in  the  Federal  Register  of  September  16, 1947,  to  integrate  the  numerous 
amendments  and  additions  issuing  since  the  original  codification  of  Title  42  on 
June  1,  1938.  This  publication  contains  a  reprint  of  Part  73  of  these  Regulations 
(Biological  Products)  and  cites  in  footnotes  the  dates  of  amendments  published  in 
the  Federal  Register  since  August  4,  1960. 

Reorganization  Plan  No.  1,  1953  (67  Stat.  631),  transferred  the  Public  Health 
Service  to  the  Department  of  Health,  Education,  and  Welfare,  abolished  the 
Federal  Security  Agency  and  the  Office  of  Federal  Security  Administrator,  and 
transferred  all  functions  of  the  Administrator  to  the  Secretary  of  Health,  Educa- 
tion, and  Welfare.  The  Plan  was  made  effective  April  11,  1953,  by  the  Act  of 
April  1,  1953  (Public  Law  13,  83rd  Congress,  67  Stat.  18).  Accordingly,  for  all 
actions  subsequent  to  April  10,  1953,  the  references  in  the  statute  and  regulations 
to  the  terms  "Federal  Security  Agency,"  "Federal  Security  Administrator,"  or 
"Administrator"  have  been  changed  in  this  reprint  respectively  to  "Department  of 
Health,  Education,  and  Welfare"  "Secretary  of  Health,  Education,  and  Welfare" 
and  "Secretary." 

On  September  2,  1958,  Title  III,  Part  F  of  the  Public  Health  Service  Act  was 
amended  by  deleting  the  requirement  that  regulations  be  made  jointly  by  The 
Surgeons  General  of  the  Public  Health  Service,  the  Army  and  the  Navy.  There- 
fore, regulations  relating  to  licensed  biological  products  now  are  promulgated  by 
The  Surgeon  General  of  the  Public  Health  Service  (42  U.S.C.  203)  with  the 
approval  of  the  Secretary  of  Health,  Education,  and  Welfare. 
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EXCERPTS  FROM  THE  PUBLIC  HEALTH  SERVICE  ACT, 

As  Amended 


TITLE  I— SHORT  TITLE  AND  DEFINITIONS 
Short  Title 

42  U.S.C,  Note 

Sec.  1.  Titles  I  to  VIII  inclusive,  of  this  Act  may  be  cited  as  the  "Public  Health 
Service  Act."  ^ 

Definitions 

42  U.S.C.  201 

Sec.  2.  When  used  in  this  Act — 

(a)  The  term  "Service"  means  the  Public  Health  Service; 

(b)  The  term  "Surgeon  General"  means  the  Surgeon  General  of  the  Public 
Health  Service ; 

(c)  The  term  "Secretary"  means  the  Secretary  of  the  Department  of  Health, 
Education,  and  Welfare ; 

(d)  The  term  "regulations,"  except  when  otherwise  specified,  means  rules  and 
regulations  made  by  the  Surgeon  General  with  the  approval  of  the  Secretary ; 

(e)  The  term  "executive  department"  means  any  executive  department,  agency, 
or  independent  establishment  of  the  United  States  or  any  corporation  wholly 
owned  by  the  United  States ; 

(f)  The  tei-m  "State"  means  a  State  or  the  District  of  Columbia,  Puerto  Rico, 
or  the  Virgin  Islands,  except  that  as  used  in  section  361(d)"  such  term  means  a 
State  or  the  District  of  Columbia ; 

(g)  The  term  "possession"  includes,  among  other  possessions,  Puerto  Rico  and 
the  Virgin  Islands. 

TITLE  II— ADMINISTRATION 
Public  Health  Service 

42  U.S:C.  202 

Sec.  201.  The  Public  Health  Service  in  the  Department  of  Health,  Education, 
and  Welfare  shall  be  administered  by  the  Surgeon  General  under  the  supervision 
and  direction  of  the  Secretary. 

Organization 

42  U.S.C.  203 

Sec.  202.  The  Service  shall  consist  of  (1)  the  Office  of  the  Surgeon  General, 
(2)  the  National  Institutes^  of  Health,  (3)  the  Bureau  of  Medical  Services,  and 


1  Section  1  was  amended  by  section  4  of  the  Hospi  tal  Survey  and  Construction  Act  to  add  Title  VI  to  the 
original  five  titles  of  the  Public  Health  Service  Act. 

2  Relates  to  Part  G — Quarantine  and  Inspection,  Control  of  Communicable  Diseases. 

'  Section  202  was  amended  by  6(b)  of  the  National  Heart  Act  by  adding  an  "s"  to  Institute. 


(V) 


(4)  the  Bureau  of  State  Services.  The  Surgeon  General  is  authorized  and  directed 
to  assign  to  the  Office  of  the  Surgeon  General,  to  the  National  Institutes  of  Health, 
to  the  Bureau  of  Medical  Services,  and  to  the  Bureau  of  State  Services,  respectively, 
the  several  functions  of  the  Service,  and  to  establish  within  them  such  divisions, 
sections,  and  other  units  as  he  may  find  necessary ;  and  from  time  to  time  abolish, 
transfer  and  consolidate  divisions,  sections,  and  other  units  and  assign  their  func- 
tions and  personnel  in  such  manner  as  he  may  find  necessary  for  efficient  operation 
of  the  Service.  No  division  shall  be  established,  abolished,  or  transferred,  and  no 
divisions  shall  be  consolidated,  except  with  the  approval  of  the  Secretary.  The 
National  Institutes  of  Health  shall  be  administered  as  a  part  of  the  field  service. 
The  Surgeon  General  may  delegate  to  any  officer  or  employee  of  the  Service  such 
of  his  powers  and  duties  under  this  Act,  except  the  making  of  regulations,  as  he 
may  deem  necessary  or  expedient. 


TITLE  III— GENERAL  POWERS  AND  DUTIES  OF  PUBLIC  HEALTH 

SERVICE 

Part  F — Biological  Products 

Regulation  of  Biological  Prodtjots 

42  U.S.C.  262 

Sec.  351.  (a)  No  person  shall  sell,  barter,  or  exchange,  or  offer  for  sale,  barter, 
or  exchange  in  the  District  of  Columbia,  or  send,  carry,  or  bring  for  sale,  barter, 
or  exchange  from  any  State  or  possession  into  any  other  State  or  possession  or  into 
any  foreign  country,  or  from  any  foreign  country  into  any  State  or  possession,  any 
virus,  therapeutic  serum,  toxin,  antitoxin,  or  analogous  product,  or  arsphenamine 
or  its  derivatives  (or  any  other  trivalent  organic  arsenic  compound),  applicable  to 
the  prevention,  treatment,  or  cure  of  diseases  or  injuries  of  man,  unless  (1)  such 
virus,  serum,  toxin,  antitoxin,  or  other  product  has  been  propagated  or  manu- 
factured and  prepared  at  an  establishment  holding  an  unsuspended  and  unrevoked 
license,  issued  by  the  Secretaiy  as  hereinafter  authorized,  to  propagate  or  manu- 
facture, and  prepare  such  virus,  serum,  toxin,  antitoxin,  or  other  product  for  sale 
in  the  District  of  Columbia,  or  for  sending,  bringing,  or  carrying  from  place  to 
place  aforesaid;  and  (2)  each  package  of  such  virus,  serum,  toxin,  antitoxin,  or 
other  product  is  plainly  marked  with  the  proper  name  of  the  article  contained 
therein,  the  name,  address,  and  license  number  of  the  manufacturer,  and  the  date 
beyond  which  the  contents  cannot  be  expected  beyond  reasonable  doubt  to  yield 
their  specific  results.  The  suspension  or  revocation  of  any  license  shall  not 
prevent  the  sale,  barter,  or  exchange  of  any  virus,  serum,  toxin,  antitoxin,  or 
other  product  aforesaid  which  has  been  sold  and  delivered  by  the  licensee  prior 
to  such  suspension  or  revocation,  unless  the  owner  or  custodian  of  such  virus, 
serum,  toxin,  antitoxin,  or  other  product  aforesaid  has  been  notified  by  the  Sec- 
retary not  to  sell,  barter,  or  exchange  the  same. 

(b)  No  person  shall  falsely  label  or  mark  any  package  or  container  of  any 
virus,  serum,  toxin,  antitoxin,  or  other  product  aforesaid;  nor  alter  any  label  or 
mark  on  any  package  or  container  of  any  virus,  serum,  toxin,  antitoxin,  or  other 
product  aforesaid  so  as  to  falsify  such  label  or  mark. 

(c)  Any  officer,  agent,  or  employee  of  the  Department  of  Health,  Education, 
and  Welfare,  authorized  by  the  Secretary  for  the  purpose,  may  during  all  reason- 
able hours  enter  and  inspect  any  establisliment  for  the  propagation  or  manufacture 
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and  preparation  of  any  virus,  serum,  toxin,  antitoxin,  or  other  product  aforesaid 
for  sale,  barter,  or  exchange  in  the  District  of  Columbia,  or  to  be  sent,  carried, 
or  brought  from  any  State  or  possession  into  any  other  State  or  possession  or  into 
any  foreign  country,  or  from  any  foreign  country  into  any  State  or  possession. 

(d)  Licenses  for  the  maintenance  of  establishments  for  the  propagation  or 
manufacture  and  preparation  of  products  described  in  subsection  (a)  of  this  sec- 
tion may  be  issued  only  upon  a  showing  that  the  establishment  and  the  products 
for  which  a  license  is  desired  meet  standards,  designed  to  insure  the  continued 
safety,  purity,  and  potency  of  such  products,  prescribed  in  regulations,  and  licenses 
for  new  products  may  be  issued  only  upon  a  showing  that  they  meet  such  stand- 
ards. All  such  licenses  shall  be  issued,  suspended,  and  revoked  as  prescribed  by 
regulations,  and  all  licenses  issued  for  the  maintenance  of  establisliments  for  the 
propagation  or  manufacture  and  preparation,  in  any  foreign  country,  of  any  such 
products  for  sale,  barter,  or  exchange  in  any  State  or  possession  shall  be  issued 
upon  condition  that  the  licensees  will  permit  the  inspection  of  their  establishments 
in  accordance  with  subsection  (c)  of  this  section. 

(e)  No  person  shall  interfere  with  any  officer,  agent,  or  employee  of  the  Service 
in  the  performance  of  any  duty  imposed  upon  him  by  this  section  or  by  regulations 
made  by  authority  thereof. 

(f)  Any  person  who  shall  violate,  or  aid  or  abet  in  violating,  any  of  the  pro- 
visions of  this  section  shall  be  punished  upon  conviction  by  a  fine  not  exceeding 
$500  or  by  imprisonment  not  exceeding  one  year,  or  by  both  such  fine  and  imprison- 
ment, in  the  discretion  of  the  court. 

(g)  Nothing  contained  in  this  Act  shall  be  construed  as  in  any  way  affecting, 
modifying,  repealing,  or  superseding  the  provisions  of  the  Federal  Food,  Drug, 
and  Cosmetic  Act  (U.S.C.,  1940  edition,  title  21,  ch.  9) . 

Preparation  of  Biological  Products 

42  U.S.C.  263 

Sec.  352.  (a)  The  Service  may  prepare  for  its  own  use  any  product  described 
in  section  351  and  any  product  necessary  to  carrying  out  any  of  the  purposes  of 
section  301. 

(b)  The  Service  may  prepare  any  product  described  in  section  351  for  the 
use  of  other  Federal  departments  or  agencies,  and  public  or  private  agencies  and 
individuals  engaged  in  work  in  the  field  of  medicine  when  such  product  is  not 
available  from  establishments  licensed  imder  such  section. 
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PART  73— BIOLOGICAL  PRODUCTS 

Definitions 

Sec. 

73.1  Definitions. 

Licenses  :  Procedure 

73.2  Two  forms  of  licenses. 

73.3  Application  for  establishment  and  product 

licenses;  procedure  for  filing. 

73.4  Establisliment  licenses ;  issuance  and  con- 

ditions. 

73.5  Product  licenses ;  issuance  and  conditions. 

73.6  License  forms. 

73.7  Changes  to  be  reported. 

73.8  Products  under  development. 

73.9  Issuance,  revocation  or  suspension. 

73.10  Licenses  heretofore  issued. 

73.11  Summary  suspension. 

73.12  Review  Board. 

73.13  Opportunity  for  hearing. 

73.14  Suspension  and  revocation;  publication. 

73.15  Licenses;  reissuance. 

73.16  Products  in  short  supply;  initial  manu- 

facturing at  other  than  licensed  estab- 
lishment. 

Foreign  Establishments  and  Products 

73.20  Licenses  required ;  products  for  controlled 

investigation  only. 

73.21  Procedure. 

73.22  Form  of  license. 

73.23  Samples  to  accompany  each  importation. 

Establishment  Inspection 

73.30  Inspectors. 

73.31  Time  of  inspection. 

73.32  Duties  of  inspector. 

Establishment  Standards 

73.35  Personnel. 

73.36  Physical  establishment,  equipment,  ani- 

mals and  care. 

73.37  Records. 

73.38  Retention  samples. 


Standards  for  Products:  Labels 

Sec. 

73.50  Container  labels. 

73.51  Proper  name  on  outside  label. 

73.52  Outside  label ;  additional  items. 

73.53  Divided  manufacturing  responsibility  to 

be  shown. 

73.54  Name  of  selling  agent  or  distributor. 

73.55  Products  for  export. 

Standards  for  Products:  Gener.\l 

73.70  Tests  prior  to  release  required  for  each 

lot. 

73.71  Potency. 

73.72  General  safety. 

73.73  Sterility. 

73.74  Purity. 

73.75  Identity. 

73.76  Requests  for  samples  and  protocols;  offi- 

cial release. 

73.77  Cultures. 

73.78  Ingredients,  preservatives,  diluents. 

73.79  Total  solids  in  serum. 

73.80  Permissible  combinations. 

73.81  Standard  preparations. 

73.82  Limits  of  potency. 

73.83  Date  of  manufacture. 

73.84  Periods  of  cold  storage. 

73.85  Expiration  date;  dating  period. 

73.86  Dating  periods  for  specific  products. 

Additional  Standards:  Trivalent  Organic 
Arsenicals 

73.90  Tests  prior  to  release. 

73.91  Pre-testing  by  Institutes ;  sample  of  each 

lot. 

73.92  Expiration  date. 

73.93  Composition  of  product. 

73.94  Container. 

73.95  Final  container  label. 

73.96  Outside  label. 

Additional  Standards:  Poliomyelitis  Vaccine 

73.100  The  product. 

73.101  Manufacture  of  poliomyelitis  vaccine. 

73.102  Tests  for  safety. 

73.103  Potency  test. 

73.104  General  requirements. 

73.105  Equivalent  methods. 
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Additioxal  Staxdakds  :  Poliovirus  Vaccine, 
T^TVE,  Oral 

Sec.  i 

73.110  The  product. 

73.111  NIH  reference  strains. 

73.112  Animal    conditionino",    personnel,  and 

facilities. 

73.113  Maniifacture  of  poliovirus  vaccine,  live, 

oral. 

73.114  Test  for  safety. 

73.115  Potency  test. 

73.116  General  requirements. 

73.117  Clinical  trials  to  qualify  for  license. 

73.118  Equivalent  methods. 

Additioxai.  Staxdakds  :  Adexovirt'S  Vaccix^e 

73.130  The  product. 

73.131  Manufacture  of  adenovirus  vaccine. 

73.132  Tests  for  safety. 

73.133  Potency  test. 

73.134  General  requirements. 

73.135  Equivalent  methods. 

Additioxal  Staxdards  :  Measles  Virtus 
Vaccixe.  Live,  Attexuated 

73.140  The  product. 

73.141  Manufacture  of  Live,  Attenuated  Measles 

Virus  Vaccine. 

73.142  Test  for  safety. 

73.143  Potency  test. 

73.144  General  requirements. 

73.145  Clinical  trials  to  qualify  for  license. 

73.146  Equivalent  methods. 

Additioxal  Staxdards  :  Measles  Virus 
Vaccixe,  Ixactivated 

73.150  The  product. 

73.151  Manufacture  of  Measles  Virus  Vaccine, 

Inactivated. 

73.152  Test  for  safety. 

73.153  Test  for  potency. 

73.154  General  requirements. 

73.155  Equivalent  methods. 

Additioxal  Standards:  Whole  Blood  (humanI 

73.300  Proper  name  and  definition. 

73.301  Suitability  of  donor. 

73.302  Collection  of  the  blood. 

73.303  Testing  the  blood. 


Sec. 

73.304  General  requirements. 

73.305  Labeling. 

Additional  Standards:  Packed  Red  Blood 
Cells  (human) 

73.320  Proper  name  and  definition. 

73.321  Manufacture. 

73.322  Pilot  samples. 

73.323  Containers. 

73.324  Labeling. 

73.326  Storage. 

73.327  General  requirements. 

Additional  Standards:  Measles  Immune 
Globltlin  (human) 

73.350  The  product. 

73.351  Manufacture  of  Measles  Immune  Globulin 

(Human) . 

73.352  The  final  product. 

73.353  Potency. 

73.354  General  requirements. 

Additional  Standards  ;  Immune  Serum 
Globulin  (human) 

73.355  The  product. 

73.356  Manufacture  of  Immune  Serum  Globulin 

(Human) . 

73.357  The  final  product. 

73.358  Potency. 

73.359  General  requirements. 

Additional  Standards  :  Allergenic  Products 

73.500  The  product. 

73.501  Manufacture  of  Allergenic  Products. 

73.502  Tests. 

AtFTHORiTY  :  The  provisions  of  tliis  Part  73  issued  under 
sees.  215,  351,  58  Stat.  600,  as  amended,  702  ;  42  U.S.C.  216, 
262,  except  as  otherwise  noted. 

Cross  References:  For  Department  of  Health,  Educa- 
tion, and  Welfare  regulations  relating  to  drugs  as  defined 
in  the  Federal  Food,  Drug,  and  Cosmetic  Act  (21  U.S.C. 
301  et  .seq. ),  see  21  CFR,  Subchapter  C.  For  exemption 
from  section  -505  of  the  Federal  Food,  Drug,  and  Cosmetic 
Act  (21  U.S.C.  3.5.5)  of  new  drugs  licensed  under  the 
Public  Health  Service  Act,  see  21  CFR  130.2.  For  drugs 
intended  solely  for  investigational  use,  see  21  CFR  130.3. 
For  Bureau  of  Customs  regulations  relating  to  viruses, 
serums  and  toxins,  see  19  CFR  12.21-12.23.  For  Post 
Office  regulations  relating  to  the  admissibility  to  the 
United  States  mails  see  39  CFR  Parts  14  and  15, 
esp.  §  1.5.(2). 
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Definitions 

§  73.1 1  Definitions. 

As  used  in  this  part : 

(a)  "Act"  means  the  Public  Health  Service 
Act  (58  Stat.  682),  approved  July  1,  1944. 

(b)  "Secretary"  means  the  Secretary  of  Health, 
Education,  and  Welfare. 

(c)  "Surgeon  General"  means  the  Surgeon  Gen- 
eral of  the  United  States  Public  Health  Service. 

(d)  "Institutes"  means  the  National  Institutes 
of  Health  in  the  Public  Health  Service. 

(e)  "Division  of  Biologies  Standards"  means 
the  Division  of  Biologies  Standards  of  the  Na- 
tional Institutes  of  Health. 

(f)  "State"  means  a  State  or  the  District  of 
Columbia,  Puerto  Rico,  or  the  Virgin  Islands. 

(g)  "Possession"  includes  among  other  posses- 
sions, Puerto  Rico  and  the  Virgin  Islands. 

(h)  "Products"  includes  biological  products 
and  trivalent  organic  arsenicals. 

(i)  "Biologic  product"  means  any  virus,  thera- 
peutic serum,  toxin,  antitoxin,  or  analogous  prod- 
uct applicable  to  the  prevention,  treatment  or  cure 
of  diseases  or  injuries  of  man : 

(1)  ^  A  virus  is  interpreted  to  be  a  product  con- 
taining the  minute  living  cause  of  an  infectious 
disease  and  includes  but  is  not  limited  to  filterable 
viruses,  bacteria,  rickettsia,  fungi,  and  protozoa. 

(2)  ^  A  therapeutic  serum  is  the  product  ob- 
tained from  the  blood  of  an  animal  by  removing 
the  clot  or  clot  components  and  the  blood  cells,  and 
not  intended  for  ingestion. 

(3)  A  toxin  is  a  product  containing  a  soluble 
substance  poisonous  to  laboratory  animals  or  to 
man  in  doses  of  1  milliliter  or  less  (or  equivalent 
in  -weight)  of  the  product,  and  having  the  prop- 
erty, following  the  injection  of  non-fatal  doses  into 
an  animal,  of  causing  to  be  produced  therein  an- 
other soluble  substance  which  specifically  neutral- 
izes the  poisonous  substance  and  which  is  demon- 
strable in  the  serum  of  the  animal  thus  immunized. 

(4)  An  antitoxin  is  a  product  containing  the 
soluble  substance  in  serum  or  other  body  fluid  of 
an  immunized  animal  which  specifically  neutral- 
izes the  toxin  against  which  the  animal  is  immune. 

1  Sec.  73.1  amended  by  adding  a  new  subsection  (h)  and  re- 
designating subsections  (h)  through  (aa)  as  (1)  through  (bb), 
11/3/61,  26  FR  10355. 


(5)  A  product  is  analogous: 

(i)  To  a  virus  if  prepared  from  or  with  a  virus 
or  agent  actually  or  potentially  infectious,  with- 
out regard  to  the  degree  of  virulence  or  toxi- 
cogenicity  of  the  specific  strain  used. 

(ii)  ^  To  a  therapeutic  serum,  if  composed  of 
whole  blood  or  plasma  or  containing  some  organic 
constituent  or  product  other  than  a  hormone  or  an 
amino  acid,  derived  from  whole  blood,  plasma,  or 
serum,  and  not  intended  for  ingestion. 

(iii)  ^  To  a  toxin  or  antitoxin,  if  intended,  ir- 
respective of  its  source  of  origin,  to  be  applicable 
to  the  prevention,  treatment,  or  cure  of  disease  or 
injuries  of  man  through  a  specific  immune  process. 

(j)  "Trivalent  organic  arsenicals"  means  ars- 
phenamine  and  its  derivatives  (or  any  other  tri- 
valent organic  arsenic  compound)  applicable  to 
the  prevention,  treatment,  or  cure  of  diseases  or 
injuries  of  man. 

(k)^  A  product  is  deemed  "applicable  to  the 
prevention,  treatment  or  cure  of  diseases  or  in- 
juries of  man"  irrespective  of  the  mode  of  adminis- 
tration or  application  recommended,  including  use 
when  intended,  through  administration  or  applica- 
tion to  a  person,  as  an  aid  in  diagnosis  or  in  eval- 
uating the  degree  of  susceptibility  or  immimity 
possessed  by  a  person,  and  including  also  any  other 
use  for  purposes  of  diagnosis  if  the  diagnostic 
substance  so  used  is  prepared  from  or  with  the 
aid  of  a  biological  product. 

(1)  "Proper  name",  as  applied  to  a  product, 
means  the  name  designated  in  the  license  for  use 
upon  each  container  of  the  product. 

(m)  "Dating  period"  means  the  period  beyond 
which  the  product  cannot  be  expected  beyond 
reasonable  doubt  to  yield  its  specific  results. 

(n)^  "Expiration  date"  means  the  time  of  ter- 
mination of  the  dating  period  expressed  as  the 
calendar  month,  day,  and  year,  and  where  appli- 
cable the  hour  at  or  in  which  the  dating  period 
ends. 

(o)  The  word  "standards"  means  specifications 
and  procedures  applicable  to  an  establishment  or 
to  the  manufacture  or  release  of  products,  which 
are  prescribed  in  this  part  and  which  are  designed 
to  insure  the  continued  safety,  purity  and  potency 
of  such  products. 

2  Sec.  73.1(1)  (1),  (2),  and  (5)  (il)  amended  11/3/61.  26  FR 
10355. 

sSecs.  73.1(1)  (5)  (111)  ;  73.1(k):  73.1(n);  and  73.1(q) 
amended,  11/3/61,  26  FR  10356. 
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(p)  The  word  "continued''  as  applied  to  the 
safety,  purity  and  potency  of  products  is  inter- 
preted to  apply  to  the  dating  period. 

(q)^  The  word  "safety"  means  the  relative 
freedom  from  harmful  effect  to  persons  affected, 
directly  or  indirectly,  by  a  product  when  pru- 
dently administered,  taking  into  consideration  the 
character  of  the  product  in  relation  to  the  condi- 
tion of  the  1  ecipient  at  the  time. 

(r)  The  word  "sterility"  is  interpreted  to  mean 
freedom  from  viable  contaminating  microorgan- 
isms, as  determined  by  the  tests  prescribed  in 
§  73.73. 

(s)  "Purity"  means  relative  freedom  from  ex- 
traneous matter  in  the  finished  product,  whether 
or  not  harmful  to  the  recipient  or  deleterious  to 
the  product.  "Purity"  includes  but  is  not  limited 
to  relative  freedom  from  residual  moisture  or 
other  volatile  substances  and  pyrogenic  substances. 

(t)  The  word  "potency"  is  interpreted  to  mean 
the  specific  ability  or  capacity  of  the  product,  as 
indicated  by  appropriate  laboratoiy  tests  or  by 
adequately  controlled  clinical  data  obtained 
through  the  administration  of  the  product  in  tlie 
manner  intended,  to  effect  a  given  result. 

(u)  "Manufacturer"  means  any  legal  person 
or  entity  engaged  in  the  manufacture  of  a  product 
subject  to  license  under  the  Act. 

(v)  "Manufacture"  means  all  steps  in  propaga- 
tion or  manufacture  and  preparation  of  products 
and  includes  but  is  not  limited  to  filling,  testing, 
labeling,  packaging,  and  storage  by  the  manu- 
facturer. 

(w)  "Location"  includes  all  buildings,  appurt- 
enances, equipment  and  animals  used,  and  per- 
sonnel engaged  by  a  manufacturer  within  a  par- 
ticular area  designated  by  an  address  adequate 
for  identification. 

(x)  "Establishment"  includes  all  locations. 

(y)  "Lot"  means  that  quantity  of  uniform  ma- 
terial identified  by  the  manufacturer  as  having 
been  thoroughly  mixed  in  a  single  container. 

(z)  A  "filling"  refers  to  a  group  of  final  con- 
tainers identical  in  all  respects,  which  have  been 
filled  with  the  same  product  from  the  same  bulk 
lot  without  any  change  that  will  affect  the  integ- 
rity of  the  filling  assembly. 

iSecs.  73.1(1)  (5)  (lil)  ;  73.1(k);  73.1(n)  ;  and  73.1(q) 
amended,  11/3/61,  26  FR  10356. 


(aa)  "Process"  refers  to  a  manufacturing  step 
that  is  performed  on  the  product  itself  which 
may  affect  its  safety,  purity  or  potency,  in  contrast 
to  such  manufacturing  steps  which  do  not  affect 
intrinsically  the  safety,  purity  or  potency  of  the 
product. 

(bb)  "Selling  agent"  or  "distributor"  means 
any  person  engaged  in  the  unrestricted  distribu- 
tion, other  than  by  sale  at  retail,  of  products  sub- 
ject to  license. 

Licenses:  Procedure 

§  73.2   Two  forms  of  licenses. 

There  shall  be  two  forms  of  licenses :  establish- 
ment and  product. 

§  73.3   Application    for    establishment  and 
product  licenses;  procedure  for  filing. 

To  obtain  a  license  for  any  establishment  or 
product,  the  manufacturer  shall  make  application 
to  the  Director,  Di\'ision  of  Biologies  Standards, 
on  forms  prescribed  for  such  purpose,  and  in  the 
case  of  an  application  for  a  product  license,  shall 
submit  data  derived  from  laboratory  and  clinical 
studies  which  demonstrate  that  the  manufactured 
product  meets  prescribed  standards  of  safety, 
purity  and  potency,  a  full  description  of  manu- 
facturing methods,  data  estaJblishing  stability  of 
the  product  through  the  dating  period,  sample  (s) 
representative  of  the  product  to  be  sold,  bartered 
or  exchanged  or  offered,  sent,  carried  or  brought 
for  sale,  barter  or  exchange,  summaries  of  results 
of  tests  performed  on  the  lot(s)  represented  by 
the  submitted  sample  (s),  and  specimens  of  the 
labels,  enclosures  and  containers  proposed  to  be 
used  for  the  product.  An  application  for  license 
shall  not  be  considered  as  filed  until  all  pertinent 
information  and  data  shall  have  been  received 
from  the  manufacturer  by  the  Division  of  Bi- 
ologies Standards. 

§  73.4   Establishment  licenses ;  issuance  and 
conditions. 

(a)  Inspection — compliance  loith  standards. 
An  establishment  license  shall  be  issued  only  after 
inspection  of  the  establishment  and  upon  a  de- 
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termination  that  the  establishment  complies  with 
the  applicable  standards  prescribed  in  the  regu- 
lations in  this  part. 

(b)  Availability  of  product;  simultaneous  re- 
quest for  and  issuance  of  product  license.  No 
establishment  license  shall  be  issued  unless  (1)  a 
product  intended  for  sale,  barter  or  exchange  or 
intended  to  be  offered,  sent,  carried  or  brought 
for  sale,  barter  or  exchange  is  available  for  ex- 
amination, (2)  such  product  is  available  for  in- 
spection during  all  phases  of  manufacture  and 
(3)  a  product  license  is  requested  and  issued  si- 
multaneously with  the  establishment  license. 

(c)  One  establishment  license  to  cover  all  lo- 
cations. One  establishment  license  shall  be  issued 
to  cover  all  locations  meeting  the  establishment 
standards. 

§  73.5   Product  licenses ;  issuance  and  condi- 
tions. 

(a)  Examination — compliance  with  standards. 
A  product  license  shall  be  issued  only  upon  exami- 
nation of  the  product  and  upon  a  determination 
that  the  product  complies  with  the  standards  pre- 
scribed in  the  regulations  in  this  part:  Provided^ 
That  no  product  license  shall  be  issued  except  upon 
a  determination  that  the  establishment  complies 
with  the  establishment  standards  prescribed  in  the 
regulations  contained  in  this  part,  applicable  to  the 
manufacture  of  such  product. 

(b)  Manufacturing  process — impairment  of  as- 
surances. No  product  shall  be  licensed  if  any  part 
of  the  process  of  or  relating  to  the  manufacture 
of  such  product,  in  the  judgment  of  the  Surgeon 
General,  would  impair  the  assurances  of  continued 
safety,  purity  and  potency  as  provided  by  the  regu- 
lations contained  in  this  part. 

§  73.6   License  forms. 

(a)  Establishment  license.  The  establishment 
license  form  shall  be  prescribed  by  the  Surgeon 
General  and  shall  include : 

(1)  The  name  and  address  of  the  manufacturer. 

(2)  The  name  and  address  of  the  establishment. 

(3)  The  names  and  addresses  of  all  locations  of 
the  establishment, 

(4)  The  license  number, 

(5)  The  date  of  issuance. 


(b)  Product  license.  The  product  license  form 
shall  be  prescribed  by  the  Surgeon  General  and 
shall  include : 

( 1 )  The  name  and  address  of  the  manufacturer. 

(2)  The  name  and  address  of  the  establishment. 

(3)  The  name  and  address  of  each  location  at 
which  the  product  is  manufactured. 

(4)  The  license  number  of  the  establishment, 

(5)  The  proper  name  of  the  product,  with  ad- 
ditional specifications,  if  any,  which  may  be  ap- 
proved or  required  for  additional  labeling  pur- 
poses, 

§  73.7    Changes  to  be  reported. 

Important  changes  in  location,  equipment,  man- 
agement and  responsible  personnel,  or  in  manufac- 
turing methods  and  labeling  of  any  licensed  prod- 
uct or  of  any  product  for  which  an  application  for 
a  license  is  pending  shall  be  immediately  reported 
to  the  Director,  Division  of  Biologies  Standards, 
by  any  establisliment  holding  a  license,  and,  unless 
in  case  of  an  emergency,  not  less  than  30  days  in 
advance  of  the  time  such  changes  are  made ;  fail- 
ure to  make  such  report  shall  constitute  a  ground 
for  summary  suspension  of  a  license  pending  rein- 
spection  of  the  establishment  or  re-examination  of 
the  product, 

§73.8   Products  under  development. 

A  biological  product  or  trivalent  organic  arsen- 
ical undergoing  development,  but  not  yet  ready 
for  a  product  license,  may  be  shipped  or  otherwise 
delivered  from  one  State  or  possession  into  anoth- 
er State  or  possession  provided  such  shipment  or 
delivery  is  not  for  sale,  barter  or  exchange  and  is 
in  accordance  with  section  505  of  the  Federal  Food, 
Drug,  and  Cosmetic  Act,  as  amended,  and  the  reg- 
ulations thereunder. 

§  73.9  ^    Issuance,  revocation  or  suspension. 

A  license  shall  be  issued  by  the  Secretary  upon 
the  recommendation  of  the  Surgeon  General  and 
upon  the  determination  by  the  Surgeon  General 
that  the  establishment  or  the  product,  as  the  case 
may  be,  meets  the  standards  established  by  the  reg- 

1  Sec.  73.9  amended  June  28,  1961,  26  FR  5752,  to  become 
effective  July  28,  1961. 
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ulations  in  this  part  as  herein  prescribed  or  here- 
after amended.  Licenses  shall  be  valid  until  sus- 
pended or  revoked.  An  establishment  or  product 
license  shall  be  revoked  upon  application  of  the 
manufacturer  giving  notice  of  intention  to  discon 
tinue  the  manufacture  of  all  products  or  of  inten- 
tion to  discontinue  the  manufacture  of  a  particular 
product  for  which  a  license  is  held.  The  Surgeon 
General  shall  recommend  to  the  Secretary  that  a 
license  be  suspended  or  revoked  whenever  he  finds, 
after  notice  and  opportunity  for  hearing,  that 

(a)  Public  Health  Service  inspectors  after 
reasonable  efforts  have  been  unable  to  gain  access 
to  an  establishment  or  a  location  for  the  purpose 
of  carrying  out  the  inspection  required  under 
§  73.31,  or  that  (b)  manufacturing  of  products  or 
of  a  product  has  been  discontinued  to  an  extent 
that  a  meaningful  inspection  cannot  be  made,  or 
(c)  the  establishment  or  any  location  thereof,  or 
the  product  for  which  the  license  has  been  issued, 
fails  to  conform  to  the  standards  in  the  regulations 
in  this  part,  as  herein  prescribed  or  as  hereafter 
amended,  designed  to  insure  the  continued  safety, 
purity  and  potency  of  the  manufactured  product. 
In  case  of  suspension,  unless  assurances  satisfac- 
tory to  the  Surgeon  General  (a)  that  access  will 
be  permitted  or  (b)  that  manufacturing  will  be 
resumed,  have  been  provided  or  (c)  if  the  faulty 
condition  is  not  corrected  within  60  days  or  within 
such  other  period  as  may  be  specified  in  the  notice 
of  suspension,  whichever  is  applicable,  he  shall 
recommend  that  the  license  be  revoked.    Except  as 
provided  in  §  73.11,  prior  to  the  institution  of  pro- 
ceedings looking  to  the  suspension  or  revocation 
of  a  license  the  licensee  shall  be  advised  in  writing 
of  the  facts  or  conduct  which  may  warrant  such 
action  and  shall  be  accorded  opportunity  within  a 
reasonable  period  prescribed  by  the  Surgeon  Gen- 
eral to  demonstrate  or  achieve  compliance  with  the 
regulations  in  this  part. 

§73.10   Licenses  heretofore  issued. 

Any  license  heretofore  issued  and  in  effect  upon 
the  effective  date  of  the  regulations  in  this  part 
shall  remain  in  effect  unless  and  until  superseded 


by  a  new  license,  or  suspended  or  revoked,  pursu- 
ant to  the  regulations  in  this  part. 

§73.11    Summary  suspension. 

Whenever  the  Surgeon  General  has  reasonable 
ground  to  believe  that  an  establishment  or  product 
for  which  a  license  has  been  issued  fails  to  conform 
to  the  standards  prescribed  in  the  regulations  in 
this  part,  and  that  by  reason  of  such  failure  and  of 
failure  of  the  manufacturer  to  take  prompt  correc- 
tive measures  on  notice  thereof,  the  distribution  or 
sale  of  a  licensed  product  would  constitute  a 
danger  to  health,  or  that  the  establishment  and 
manufacturing  methods  have  been  so  changed  as  to 
require  in  order  to  protect  the  public  health  a  new 
showing  that  the  establishment  or  product  meets 
the  standards  prescribed  in  the  regulations  in  this 
part,  he  may  recommend  to  the  Secretary  that  the 
license  for  the  establishment  or  the  product  be 
summarily  suspended  and  the  manufacturer  be  re- 
quired (a)  to  notify  the  selling  agents  and  dis- 
tributors to  whom  such  product  or  products  have 
been  delivered  of  such  suspension,  (b)  to  furnish 
complete  records  of  such  deliveries  and  notice  of 
suspension,  and  (c)  to  show  cause  within  60  days 
or  such  other  period  as  may  be  specified  in  the 
order  why  the  license  should  not  be  revoked. 

§73.12   Review  Board. 

When  deemed  advisable  by  the  Surgeon  Gen- 
eral, in  matters  involving  the  safety,  purity  and 
potency  of  licensed  products  or  products  for  which 
an  application  for  license  is  pending,  the  reports 
of  inspection  and  laboratory  examinations,  to- 
gether with  any  pertinent  data  the  establishment 
may  submit,  shall  be  passed  upon  by  a  special  board 
of  three  officers  appointed  by  the  Surgeon  General 
for  that  purpose.  The  board  shall  report  its  find- 
ings to  the  Surgeon  General  who  will  forward  its 
report,  together  with  his  findings  and  recommen- 
dations, to  the  Secretary. 

§73.13   Opportunity  for  hearing. 

Any  manufacturer  whose  application  for  a  li- 
cense has  been  denied,  or  whose  establishment  or 
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product  license  has  been  summarily  suspended, 
without  prior  opportunity  for  hearing,  may  appeal 
from  such  denial  or  suspension  and  shall  be  en- 
titled to  a  hearing  thereon  before  a  review  body 
constituted  as  provided  in  §  73.12.  The  Surgeon 
General,  upon  review  of  the  record,  may  affirm, 
reverse,  or  modify  the  findings  of  the  review  board, 
or  may  direct  the  taking  of  further  testimony,  and 
shall  forward  his  determinations  and  recommen- 
dations to  the  Secretary. 

§73.14   Suspension  and  revocation;  Pubiica- 
tion. 

Notice  of  suspension  or  revocation  of  license, 
with  statement  of  cause  therefor,  may  be  pub- 
lished by  the  Secretary. 

§  73.15   Licenses ;  reissuance. 

(a)  C ompli-ance  loith  standards.  An  estab- 
lishment or  product  license,  previously  suspended 
or  revoked,  whether  upon  application,  or  for 
failure  to  comply  with  standards  or  changes  in 
standards  prescribed  in  the  regulations  in  this 
part,  may  be  reissued  or  reinstated  upon  a  showing 
of  compliance  with  required  standards  and  upon 
such  inspection  and  examination  as  may  be  con- 
sidered necessary  by  the  Director  of  the  Division 
of  Biologies  Standards. 

(b)  Exclusion  of  noncomplying  location.  An 
establishment  or  product  license,  excluding  a  lo- 
cation or  locations  that  fail  to  comply  with  pre- 
scribed standards,  may  be  issued  without  further 
application  and  concurrently  with  the  suspension 
or  revocation  of  the  license  for  noncompliance  at 
the  excluded  location  or  locations. 

§  73.16 1  Products  in  short  supply ;  initial 
manufacturing  at  other  than  licensed 
establishment. 

Licenses  issued  to  a  manufacturer  for  an  es- 
tablishment shall  authorize  persons  other  than 


'  Sec.  73.16  amended  June  28,  1961,  26  FR  5755,  to  become 
effective  July  28,  1961. 


such  manufacturer  to  conduct  at  places  other  than 
such  establishment  the  initial,  and  partial  manu- 
facturing of  a  product  for  shipment  solely  to  such 
manufacturer  only  to  the  extent  that  the  names  of 
such  persons  and  places  are  registered  with  the 
Surgeon  General  and  he  finds,  upon  application  of 
such  manufacturer,  that  (a)  the  product  is  in 
short  supply  due  either  to  the  peculiar  growth 
requirements  of  the  organism  involved  or  to  the 
scarcity  of  the  animal  required  for  manufacturing 
purposes,  and  (b)  such  manufacturer  has  es- 
tablished with  respect  to  such  persons  and  places 
such  procedures,  inspections,  tests  or  other  ar- 
rangements as  will  assure  full  compliance  with 
the  applicable  regulations  of  this  part  related  to 
continued  safety,  purity  and  potency.  Such  per- 
sons and  places  shall  be  subject"to  all  regulations 
of  this  part  except  §§  73.2  to  73.15,  73.20  to  73.23, 
and  73.50  to  73.55.  Failure  of  such  manu- 
facturer to  maintain  such  procedures,  inspec- 
tions, tests  or  other  arrangements,  or  failure 
of  any  person  conducting  such  partial  manufac- 
turing to  comply  with  applicable  regulations  shall 
constitute  a  ground  for  summary  suspension  or 
revocation  of  the  authority  conferred  pursuant  to 
this  section  on  the  same  basis  as  provided  in 
§§  73.11,  73.13  and  73.14  with  respect  to  the  sum- 
mary suspension  and  the  revocation  of  licenses. 

Foreign-  Establishments  and  Products 


§  73.20   Licenses  required ;  products  for  con- 
trolled investigation  only. 

Any  biological  or  trivalent  organic  arsenical 
manufactured  in  any  foreign  country  and  in- 
tended for  sale,  barter  or  exchange  shall  be  re- 
fused entry  by  collectors  of  customs  unless 
manufactured  in  an  establishment  holding  an  un- 
suspended  and  unrevoked  establishment  license 
and  license  for  the  product.  Unlicensed  products 
which  are  not  imported  for  sale,  barter  or  ex- 
change and  which  are  intended  solely  for  purposes 
of  controlled  investigation  are  admissible  only 
if  in  accord  with  section  505  of  the  Federal  Food, 
Drug,  and  Cosmetic  Act,  as  amended,  and  the 
regulations  thereunder. 
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§  73.21  Procedure. 

Except  as  otherwise  provided  in  this  part,  li- 
censes for  foreign  establishments  and  products 
shall  be  issued,  suspended  or  revoked  in  the  same 
manner  as  licenses  for  domestic  establishments  and 
products.  Each  foreign  establishment  holding  a 
license  and  consigning  any  licensed  biological 
product  or  trivalent  organic  arsenical  into  any 
State  or  possession  shall  be  required  to  file  with 
the  Surgeon  General  the  name  and  address  of  any 
representative  or  representatives  authorized  by 
the  establishment  to  distribute  the  product  and 
such  representative  or  representatives  shall  keep 
such  records  of  such  distribution  as  are  required 
of  domestic  licensed  establishments,  and  failure  to 
maintain  such  records  shall  constitute  ground  for 
revocation  of  license. 

§73.22    Form  of  license. 

Licenses  for  establishments  located  in  foreign 
countries  shall  be  in  form  similar  to  that  for  do- 
mestic establishments  except  that  they  shall  au- 
thorize manufacture  for  sending,  carrying,  or 
bringing  for  sale,  barter  or  excliange  from  the 
foreign  country  designated  in  the  license  into  any 
State  or  possession  of  the  United  States  and  shall 
specify  that  it  is  issued  upon  the  condition  that 
the  licensee  will  permit  the  inspection  during  all 
reasonable  hours  of  the  establishment  by  any  of- 
ficer, agent,  or  employee  of  the  Department  of 
Health,  Education,  and  Welfare  authorized  by  the 
Secretary  of  the  Department  of  Health,  Educa- 
tion, and  Welfare  for  such  purpose. 

§  73.23  ^    Samples  to  accompany  each  importa- 
tion. 

Each  foreign  importation  of  a  biological  prod- 
uct or  trivalent  organic  arsenical  from  a  licensed 
establishment,  whether  or  not  intended  for  investi- 
gational use  only,  shall  be  accompanied  by  at  least 
two  final  containers  of  each  lot  of  any  biological 
product  and  by  at  least  15  final  containers  of  each 
lot  of  any  trivalent  organic  arsenical  contained  in 
the  shipment.  Such  samples  shall  be  forwarded 
by  the  Collector  of  Customs  at  the  port  of  entry 
to  the  Director,  Division  of  Biologies  Standards 
for  examination.    If  separate  samples  are  not 


found  accompanying  the  shipment,  samples  shall 
be  obtained  from  the  shipment  by  the  Collector  of 
Customs  and  forwarded  to  the  Director,  Division 
of  Biologies  Standards. 

(Sec.  801,  52  Stat.  1058,  as  amended;  21  U.S.C.  381) 

Establishment  Inspection 
§  73.30  Inspectors. 

Inspections  shall  be  made  by  an  officer  of  the 
Public  Health  Service  having  special  knowledge 
of  the  methods  used  in  the  manufacture  and  con- 
trol of  products  and  designated  for  such  purpose 
by  the  Surgeon  General  or  by  any  officer,  agent, 
or  employee  of  the  Department  of  Health,  Educa- 
tion, and  Welfare  specifically  designated  for  such 
purpose  by  the  Secretary. 

§  73.31    Time  of  inspection. 

The  inspection  of  an  establishment  for  which  a 
license  is  pending  need  not  be  made  until  the  estab- 
lishment is  in  operation  and  is  manufacturing  the 
complete  product  for  which  a  product  license  is 
desired.  In  case  the  license  is  denied  following 
inspection  for  the  original  license,  no  reinspection 
need  be  made  until  assurance  has  been  received 
that  the  faulty  conditions  which  were  the  basis 
of  the  denial  have  been  corrected.  An  inspection 
of  each  licensed  establishment  shall  be  made  at 
least  once  each  year.  Inspections  may  be  made 
with  or  without  notice,  and  shall  be  made  during 
regular  business  hours  unless  otherwise  directed. 

§  73.32  -    Duties  of  inspector. 

The  inspector  shall : 

(a)  Call  upon  the  active  head  of  the  establish- 
ment, stating  the  object  of  his  visit, 

(b)  Interrogate  the  proprietor  or  other  person- 
nel of  the  establishment  as  he  may  deem  necessary, 

(c)  Examine  the  details  of  location,  construc- 
tion, equipment  and  maintenance,  including 
stables,  barns,  warehouses,  manufacturing  lab- 
oratories, bleeding  clinics  maintained  for  the  col- 
lection of  human  blood,  shipping  rooms,  record 

1  Sec.  73.23  deleted  aud  former  Sec.  73.24  redesignated  a,s  Sec. 
73.23,  August  10,  1963,  28  F.R.  8239. 

=  Sees.  73.32  and  73.35  amended  June  28,  1961,  26  F.R.  5752 
and  5755,  to  become  effective  July  28,  1961. 
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rooms,  and  any  other  structure  or  appliance  used 
in  any  part  of  the  manufacture  of  a  product, 

(d)  Investigate  as  fully  as  he  deems  necessary 
the  methods  of  propagation,  processing,  testing, 
storing,  dispensing,  recording,  or  other  details  of 
manufacture  and  distribution  of  each  licensed 
product,  or  product  for  which  a  license  has  been 
requested,  including  observation  of  these  proced- 
ures in  actual  operation, 

(e)  Obtain  and  cause  to  be  sent  to  the  Director, 
Division  of  Biologies  Standards,  adequate  sam- 
ples for  the  examination  of  any  product  or  in- 
gredient used  in  its  manufacture, 

(f )  Bring  to  the  attention  of  the  manufacturer 
any  fault  observed  in  the  course  of  inspection  in 
location,  construction,  manufacturing  methods,  or 
administration  of  a  licensed  establishment  which 
might  lead  to  impairment  of  a  product, 

(g)  Inspect  and  copy,  as  circumstances  may  re- 
quire, any  records  required  to  be  kept  pursuant  to 
§  73.37. 

(h)  Certify  as  to  the  condition  of  the  establish- 
ment and  of  the  manufacturing  methods  followed 
and  make  recommendations  as  to  action  deemed 
appropriate  with  respect  to  any  application  for 
license  or  any  license  previously  issued. 

Establishment  Standards 

§  73.35  1  Personnel. 

(a)  Responsible  head.  A  person  shall  be  desig- 
nated as  the  responsible  head  who  shall  exercise 
control  of  the  establishment  in  all  matters  relating 
to  compliance  with  the  provisions  of  this  part, 
with  authority  to  represent  the  manufacturer  in 
all  pertinent  matters  with  the  Division  of  Bio- 
logics  Standards,  and  with  authority  to  enforce  or 
to  direct  the  enforcement  of  discipline  and  the  per- 
formance of  assigned  functions  by  employees  en- 
gaged in  the  manufacture  of  products.  The  re- 
sponsible head  shall  have  an  understanding  of  the 
scientific  principles  and  the  techniques  involved 
in  the  manufacture  of  products.  The  responsible 
head  shall  have  the  responsibility  for  the  training 
of  employees  in  manufacturing  methods  and  for 
their  being  informed  concerning  the  application 

1  Sees.  73.32  and  73.35  amended  June  28,  1961,  26  FR  5752 
and  5755,  to  become  effective  .July  28,  1961. 


of  the  pertinent  provisions  of  this  part  to  their  re- 
spective functions. 

(b)  Other  personnel.  Personnel  shall  have 
capabilities  commensurate  with  their  assigned 
functions,  a  thorough  understanding  of  the  manu- 
facturing operations  which  they  perform,  the  nec- 
essary training  and  experience  relating  to  individ- 
ual products,  and  adequate  information  concerning 
the  application  of  the  pertinent  provisions  of  this 
part  to  their  respective  functions.  Personnel  shall 
include  such  professionally  trained  persons  as  are 
necessary  to  insure  the  competent  performance  of 
all  manufacturing  processes. 

(c)  Restrictions  on  personnel — (1)  Specific  du- 
ties. Persons  whose  presence  can  alfect  adversely 
the  safety  and  purity  of  a  product  shall  be  ex- 
cluded from  the  room  where  the  manufacture  of  a 
product  is  in  progress. 

(2)  Sterile  operations.  Personnel  performing 
sterile  operations  shall  wear  clean  or  sterilized 
protective  clothing  and  devices  to  the  extent  nec- 
essary to  protect  the  product  from  contamination. 

(?)  Pathogenic  t'iruses  and  spore-hearing 
organisms.  Persons  working  with  viruses  patho- 
genic for  man  or  with  spore-bearing  microorga- 
nisms, and  persons  engaged  in  the  care  of  animals 
or  animal  quarters,  shall  be  excluded  from  areas 
wherfe  other  products  are  manufactured,  or  such 
persons  shall  change  outer  clothing,  including 
shoes,  or  wear  protective  covering  prior  to  enter- 
ing such  areas. 

(4)  Live  vaccine  worTc  areas.  Persons  may  not 
enter  a  live  vaccine  processing  area  after  having 
worked  with  other  infectious  agents  in  any  other 
laboratory  during  the  same  working  day.  Only 
persons  actually  concerned  with  propagation  of 
the  culture,  production  of  the  vaccine,  and  unit 
maintenance,  shall  be  allowed  in  live  vaccine  proc- 
essing areas  when  active  work  is  in  progress. 
Casual  visitors  shall  be  excluded  from  such  units 
at  all  times  and  all  others  having  business  in  such 
areas  shall  be  admitted  onJy  under  supervision. 
Street  clothing,  including  shoes,  shall  be  replaced 
or  covered  by  suitable  laboratory  clothing  before 
entering  a  live  vaccine  processing  unit.  Persons 
caring  for  animals  used  in  the  manufacture  of  live 
vaccines  shall  be  excluded  from  other  animal 
quarters  and  from  contact  with  other  animals 
during  the  same  working  day. 
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§  73.36  ^    Physical  establishment,  equipment, 
animals  and  care. 

(a)  'Work  areas.  All  rooms  and  work  areas 
where  products  are  manufactured  or  stored  shall 
be  kept  orderly,  clean,  and  free  of  dirt,  dust, 
vermin  and  objects  not  required  for  manufactur- 
ing. Precautions  shall  be  taken  to  avoid  clogging 
and  back-siphonage  of  drainage  systems.  Pre- 
cautions shall  be  taken  to  exclude  extraneous  in- 
fectious agents  from  manufacturing  areas.  Work 
rooms  shall  be  well  lighted  and  ventilated.  The 
ventilation  system  shall  be  arranged  so  as  to  pre- 
vent the  dissemination  of  microorganisms  from  one 
manufacturing  area  to  another  and  to  avoid 
other  conditions  unfavorable  to  the  safety  of  the 
product.  Filling  rooms,  and  other  rooms  where 
open,  sterile  operations  are  conducted,  shall  be 
adequate  to  meet  manufacturing  needs  and  such 
rooms  shall  be  constructed  and  equipped  to  per- 
mit thorough  cleaning  and  to  keep  air-borne  con- 
taminants at  a  minimum.  If  such  rooms  are  used 
for  other  purposes,  they  shall  be  cleaned  and  pre- 
pared prior  to  use  for  sterile  operations.  Refrig- 
erators, incubators  and  warm  rooms  shall  be  main- 
tained at  temperatures  within  applicable  ranges 
and  shall  be  free  of  extraneous  material  which 
might  affect  the  safety  of  the  product. 

(b)  Equipment.  Apparatus  for  sterilizing 
equipment  and  the  method  of  operation  shall  be 
such  as  to  insure  the  destruction  of  contaminating 
microorganisms.  The  effectiveness  of  the  sterili- 
zation procedure  shall  be  no  less  than  that 
achieved  by  an  attained  temperature  of  121.5°  C. 
maintained  for  twenty  minutes  by  saturated  steam 
or  by  an  attained  temperature  of  170°  C.  main- 
tained for  two  hours  with  dry  heat.  Processing 
vessels,  storage  containers,  filters,  filling  apparatus 
and  other  pieces  of  apparatus  and  accessory  equip- 
ment, including  pipes  and  tubing,  shall  be  designed 
and  constructed  to  permit  thorough  cleaning  and, 
where  possible,  inspection  for  cleanliness.  All 
surfaces  that  come  in  contact  with  products  shall 
be  clean  and  free  of  extraneous  material.  For 
products  for  which  sterility  is  a  factor,  equipment 
shall  be  sterile  unless  sterility  of  the  product  is 
assured  by  subsequent  procedures. 

(c)  Laboratory  and  bleeding  rooms.  Rooms 

1  See.  73.36  redesignated  (formerly  73.37)  and  amended  June 
28,  1961,  26  FR  5752,  to  become  effective  July  28,  1961. 


used  for  the  processing  of  products,  including 
bleeding  rooms,  shall  be  effectively  fly-proofed 
and  kept  free  of  flies  and  vermin.  Such  rooms 
shall  be  so  constructed  as  to  insure  freedom  from 
dust,  smoke  and  other  deleterious  substances  and 
to  permit  thorough  cleaning  and  disinfection. 
Rooms  for  animal  injection  and  bleeding,  and 
rooms  for  smallpox  vaccine  animals,  shall  be  dis- 
infected and  be  provided  with  the  necessary  water, 
electrical  and  other  services. 

(d)  An'mml  quarters  and  stables.  Animal 
quarters,  stables  and  food  storage  areas  shall  be 
of  appropriate  construction,  fly-proofed,  ade- 
quately lighted  and  ventilated,  and  maintained  in 
a  clean,  vermin-free  and  sanitary  condition.  No 
manure  or  refuse  shall  be  stored  as  to  permit  the 
breeding  of  flies  on  the  premises,  nor  shall  the 
establishment  be  located  in  close  proximity  to  off- 
property  manure  or  refuse  storage  capable  of  en- 
gendering fly  breeding. 

(e)  Restrictions  on  building  and  equipment 
use — (1)  Work  of  a  diagnostic  nature.  Labora- 
tory procedures  of  a  clinical  diagnostic  nature 
involving  materials  that  may  be  contaminated, 
shall  not  be  performed  in  space  used  for  the  manu- 
facture of  products,  except  that  manufacturing 
space  which  is  used  only  occasionally  may  be  used 
for  diagnostic  work  provided  spore-bearing  path- 
ogenic microorganisms  are  not  involved  and  pro- 
vided the  space  is  thoroughly  cleaned  and 
disinfected  before  the  manufacture  of  products  is 
resumed. 

(2)  Spore-bearing  organisms  for  supplemental 
sterilization  procedure  control  test.  Spore-bear- 
ing organisms  used  as  an  additional  control  in 
sterilization  procedures  may  be  introduced  into 
areas  used  for  the  manufacture  of  products,  only 
for  the  purposes  of  the  test  and  only  immediately 
before  use  for  such  purposes:  Provided.,  That  (i) 
the  organism  is  not  pathogenic  for  man  and  does 
not  produce  pyrogens  or  toxins,  (ii)  the  organism 
does  not  grow  at  or  below  37°  C.  within  a  two- 
week  period,  (iii)  the  culture  is  demonstrated  to 
be  pure,  (iv)  test  cultures  are  not  transferred  to 
culture  media  in  areas  used  for  the  manufacture 
of  products,  (v)  each  culture  be  labeled  with  the 
name  of  the  microorganism  and  the  statement 
"Caution :  microbial  spores.  See  directions  for 
storage,  use  and  disposition",  and  (vi)  the  con- 
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tainer  of  each  such  culture  is  designed  to  with- 
stand handling  without  breaking. 

(3)  Work  with  spore-hearing  organi^sms.  Ex- 
cept as  provided  in  the  previous  paragraph,  all 
work  with  spore-bearing  microorganisms  shall  be 
done  in  an  entirely  separate  building:  Provided^ 
That  such  w^ork  may  be  done  in  a  portion  of  a 
building  used  in  the  manufacture  of  products  not 
containing  spore-bearing  microorganisms  if  such 
portion  is  completely  walled-off  and  is  constructed 
so  as  to  prevent  contamination  of  other  areas  and 
if  entrances  to  such  portion  are  independent  of 
the  remainder  of  the  building.  All  containers, 
apparatus  and  equipment  used  for  spore-bearing 
microorganisms  shall  be  permanently  identified 
and  reserved  exclusively  for  use  with  those  orga- 
nisms. Materials  destined  for  further  manufac- 
turing may  be  removed  from  such  an  area  only 
under  conditions  which  will  prevent  the  intro- 
duction of  spores  into  other  manufacturing  areas. 

(4)  Live  vaccine  processing.  Specific  space 
which  may  be  individual  or  multiple  units  shall 
be  set  aside  for  work  with  each  live  vaccine.  Such 
space  shall  not  be  used  for  any  other  purpose  dur- 
ing the  processing  period  for  that  vaccine.  Each 
such  unit  shall  be  isolated  either  in  a  separate 
building,  in  a  separate  wing  of  a  building,  or  in 
quarters  at  the  blind  end  of  a  corridor  so  situated 
as  to  be  an  independent  unit.  The  separate  unit 
or  units  in  which  live  vaccine  is  processed  shall 
include  adequate  space  and  equipment  for  all  proc- 
essing steps  up  to  filling  into  final  containers. 
Test  procedures  which  potentially  involve  the 
presence  of  microorganisms  other  than  the  vaccine 
strains,  or  the  use  of  tissue  culture  cell  lines  other 
than  primary  cultures,  shall  not  be  conducted  in 
live  vaccine  processing  areas. 

(f)  Animals  used  in  manufacture — (1)  Oare 
of  animals  used  in  manufacturing .  Caretakers 
and  attendants  for  animals  used  for  the  manu- 
facture of  products  shall  be  sufficient  in  number 
and  have  adequate  experience  to  insure  adequate 
care.  Animal  quarters  and  cages  shall  be  kept  in 
sanitary  condition.  Animals  on  produ,ction  shall 
be  inspected  daily  to  observe  response  to  produc- 
tion procedures.  Animals  that  become  ill  for  rea- 
sons not  related  to  production  shall  be  isolated 
from  other  animals  and  shall  not  be  used  for 
production  until  recovery  is  complete.  Compe- 
tent veterinary  care  shall  be  provided  as  needed. 


(2)  Quarantine  of  animals.  Animals  used  in 
production  shall  have  been  kept  under  competent 
daily  inspection  and  preliminary  quarantine  for 
a  period  of  at  least  7  days  before  use,  or  as  other- 
wise provided  in  this  part  for  specific  products. 
Only  healthy  animals  free  from  detectable  com- 
municable diseases  shall  be  used  for  produ^ction. 
Particular  care  shall  be  taken  during  the  quaran- 
tine periods  to  reject  animals  of  the  equine  genus 
which  may  be  infected  with  glanders  and  animals 
which  may  be  infected  with  tuberculosis. 

(3)  Immunization  against  tetanus.  Horses 
and  other  animals  susceptible  to  tetanus,  that  are 
used  in  the  manufacture  of  biological  products, 
except  those  which  are  under  active  immuniza- 
tion for  the  manufacture  of  tetanus  antitoxin, 
shall  receive  injections  of  tetanus  toxoid  in  su^ch 
amounts  and  at  such  intervals  as  experience  has 
shown  adequate  to  insure  immunity  to  tetanus. 

(4)  Immunization  and  hleeding  of  animals 
used  as  a  source  of  products.  Toxins  or  other  non- 
viable antigens  used  in  the  immunization  of  pro- 
duction animals  shall  be  sterile.  When  used  in 
the  immunization  of  production  animals,  antigens 
containing  viable  microorganisms  shall  be  free  of 
extraneous  contamination  as  determined  by  suit- 
able tests  prior  to  use.  Injections  shall  not  be 
made  into  horses  within  six  inches  of  bleeding  site. 
Horses  shall  not  be  bled  for  manufacturing  pur- 
poses while  showing  persistent  general  reaction 
or  local  reaction  near  the  site  of  bleeding.  Blood 
shall  not  be  used  for  manufacturing  if  it  was 
drawn  within  5  days  of  injecting  the  animal  with 
viable  microorgnaisms.  Animals  shall  not  be  bled 
for  manufacturing  purposes  when  they  have  an 
intercurrent  disease.  Blood  intended  for  use  as  a 
source  of  a  biological  product  shall  be  collected  in 
clean,  sterile  containers.  When  the  product  is  in- 
tended for  use  by  injection,  such  containers  shall 
also  be  pyrogen-free. 

(5)  Smallpox  vaccine  production  animals. 
Animals  used  for  the  manufacture  of  smallpox 
vaccine  shall  be  thoroughly  cleaned  with  soap  and 
water  at  the  beginning  of  the  quarantine  and  at  its 
conclusion.  The  animals  shall  not  be. vaccinated 
in  areas  most  likely  to  be  contaminated  with  feces. 

(6)  Reporting  of  certain  diseases.  In  cases  of 
actual  or  suspected  infection  with  foot  and  mouth 
disease,  glanders,  tetanus,  anthrax,  gas  gangrene, 
equine  infectious  anemia,  equine  encephalomye- 
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litis,  or  any  of  the  pock  diseases  among  animals 
intended  for  use  or  used  in  the  manufacture  of 
products,  the  manufacturer  shall  immediately 
notify  the  Director,  Division  of  Biologies  Stand- 
ards. 

(g)  Filling  procedures.  Filling  procedures 
shall  be  such  as  will  not  affect  adversely  the  safety, 
purity  or  potency  of  the  product. 

(h)  ^  Containers  and  closures.  All  final  contain- 
ers and  closures  shall  be  made  of  material  that  will 
not  hasten  the  deterioration  of  the  product  or 
otherwise  render  it  less  suitable  for  the  intended 
use.  All  final  containers  and  closures  shall  be 
clean  and  free  of  surface  solids,  leachable  contami- 
nants and  other  materials  that  will  hasten  the  de- 
terioration of  the  product  or  otherwise  render  it 
less  suitable  for  the  intended  use.  After  filling, 
sealing  shall  be  performed  in  a  manner  that  will 
maintain  the  integrity  of  the  product  during  the 
dating  period.  In  addition,  final  containers  and 
closures  for  products  intended  for  use  by  injection 
shall  be  sterile  and  free  from  pyrogens.  Except 
as  otherwise  provided  in  the  regulations  of  this 
part,  final  containers  for  products  intended  for 
use  by  injection  shall  be  colorless  and  sufficiently 
transparent  to  permit  visual  examination  of  the 
contents  under  normal  light.  As  soon  as  possible 
after  filling,  final  containers  shall  be  labeled  as 
prescribed  in  §  73.50  et  seq.,  except  that  final  con- 
tainers may  be  stored  without  such  prescribed  la- 
beling provided  they  are  stored  in  a  sealed  recep- 
tacle labeled  both  inside  and  outside  with  at  least 
the  name  of  the  product,  the  lot  number,  and  the 
filling  identification. 

§73.37^  Records. 

(a)  Maintenance  of  records.  Records  shall  be 
made,  concurrently  with  the  performance,  of  each 
step  in  the  manufacture  and  distribution  of  prod- 
ucts, in  such  a  manner  that  at  any  time  successive 
steps  in  the  manufacture  and  distribution  of  any 
lot  may  be  traced  by  an  inspector.  Such  records 
shall  be  legible  and  indelible,  shall  identify  the 
person  immediately  responsible,  shall  include  dates 
of  the  various  steps,  and  be  as  detailed  as  necessary 
for  clear  understanding  of  each  step  by  one  ex- 
perienced in  the  manufacture  of  products. 

1  Sec.  73.36(h)  amended  November  2,  1966,  31  FR  14,000,  to 
become  effective  December  2,  1966. 

=  Sec.  73.37  redesignated  (formerly  Sec.  73.36)  and  amended 
June  28,  1961,  26  FR  5753,  to  become  effective  July  28,  1961. 


(b)  Records  retention — (1)  General.  Records 
shall  be  retained  for  such  interval  beyond  the 
expiration  date  as  is  necessary  for  the  individual 
product,  to  permit  the  return  of  any  clinical  report 
of  unfavorable  reactions.  The  retention  period 
shall  be  no  less  than  five  years  after  the  records  of 
manufacture  have  been  completed  or  six  months 
after  the  latest  expiration  date  for  the  individual 
product,  whichever  represents  a  later  date. 

(2)  Records  of  recall.  Complete  records  shall 
be  maintained  pertaining  to  the  recall  from  dis- 
tribution of  any  product  upon  notification  by  the 
Director,  Division  of  Biologies  Standards,  to  re- 
call for  failure  to  conform  with  the  standards 
prescribed  in  the  regulations  of  this  part,  because 
of  deterioration  of  the  product  or  for  any  other 
factor  by  reason  of  which  the  distribution  of  the 
product  would  constitute  a  danger  to  health. 

(3)  Suspension  of  requirement  for  retention. 
The  Director,  Division  of  Biologies  Standards, 
may  authorize  the  suspension  of  the  requirement 
to  retain  records  of  a  specific  manufacturing  step 
upon  a  showing  that  such  records  no  longer  have 
significance  for  the  purposes  for  which  they  were 
made :  Provided^  That  a  summary  of  such  records 
shall  be  retained. 

(c)  Records  of  sterilization  of  equipment  and 
supplies.  Records  relating  to  the  mode  of  sterili- 
zation, date,  duration,  temperature  and  other  con- 
ditions relating  to  each  sterilization  of  equipment 
and  supplies  used  in  the  processing  of  products 
shall  be  made  by  means  of  automatic  recording 
devices  or  by  means  of  a  system  of  recording 
which  gives  equivalent  assurance  of  the  accuracy 
and  reliability  of  the  record.  Such  records  shall 
be  maintained  in  a  manner  that  permits  an  identi- 
fication of  the  product  with  the  particular  manu- 
facturing process  to  which  the  sterilization  relates. 

(d)  Animal  necropsy  records.  A  necropsy 
record  shall  be  kept  on  each  animal  from  which  a 
biological  product  has  been  obtained  and  which 
dies  or  is  sacrificed  while  being  so  used. 

(e)  Records  in  case  of  divided  manufacturing 
responsibility.  If  two  or  more  establishments  par- 
ticipate in  the  manufacture  of  a  product,  the  rec- 
ords of  each  such  establishment  must  show  plainly 
the  degree  of  its  responsibility.  In  addition,  each 
participating  manufacturer  shall  furnish  to  the 
manufacturer  who  prepares  the  product  in  final 
form  for  sale,  barter  or  exchange,  a  copy  of  all 
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records  relating  to  the  manufacturing  operations 
performed  by  such  participating  manufacturer 
insofar  as  they  concern  the  safety,  purity  and 
potency  of  the  lots  of  the  product  involved,  and 
the  manufacturer  who  prepares  the  product  in 
final  form  shall  retain  a  complete  record  of  all 
the  manufacturing  operations  relating  to  the 
product. 

§  73.38  ^  2   Retention  samples. 

Manufacturers  shall  retain  for  a  period  of  at 
least  6  months  after  the  expiration  date,  a  quan- 
tity of  representative  material  of  each  lot  of  each 
product,  sufficient  for  examination  and  testing  for 
safety  and  potency,  except  Whole  Blood  (Hu- 
man), Antihemophilic  Plasma  (Human),  Packed 
Red  Blood  Cells  (Human),  Single  Donor  Plasma. 
(Human),  Normal  Human  Plasma  and  Aller- 
genic Products  prepared  to  physican's  prescrip- 
tion. Samples  so  retained  shall  be  selected  at 
random  from  either  final  container  material,  or 
from  bulk  and  final  containers,  provided  they  in- 
clude at  least  one  final  container  as  a  final  pack- 
age, or  package-equivalent  of  such  filling  of  each 
lot  of  the  product  as  intended  for  distribution. 
Such  sample  material  shall  be  stored  at  tempera- 
tures and  imder  conditions  which  will  maintain  the 
identity  and  integrity  of  the  product.  Samples 
retained  as  required  in  this  section  shall  be  in 
addition  to  samples  of  specific  products  required 
to  be  submitted  to  the  Division  of  Biologies  Stand- 
ards. Exceptions  may  be  authorized  by  the  Direc- 
tor, Division  of  Biologies  Standards,  when  the 
lot  yields  relatively  few  final  containers  and  when 
such  lots  are  prepared  by  the  same  method  in 
large  numbers  and  in  close  succession. 

Standards  for  Products:  Labels 

§  73.50    Container  labels. 

(a)  The  following  items  shall  appear  on  the 
label  affixed  to  each  container  of  a  product  capa- 
ble of  bearing  a  full  label : 

(1)  The  proper  name  of  the  product; 

(2)  Name,  address,  and  license  number  of  man- 
ufacturer; 

(3)  Lot  number; 

(4)  The  expiration  date. 

'Sec.  73.38  redesignated  (formerly  73.36(e))  and  amended 
June  28,  1961,  26  FR  5754,  to  become  effective  July  28,  1961. 

2  Sec.  73.38  amended  November  2,  1966,  31  FR  14000,  to  become 
effective  December  2,  1966. 


(b)  If  the  final  container  is  capaJble  of  bearing 
only  a  partial  label,  the  final  container  shall  show 
as  a  minimum  the  name  (expressed  either  as  the 
proper  or  common  name) ,  the  lot  number,  and  the 
name  of  the  manufacturer  and,  if  the  final  con- 
tainer is  incapable  of  bearing  any  label,  the  items 
shall  appear  only  on  the  outside  label. 

(c)  If  the  final  container  is  a  multiple  dose  con- 
tainer the  container  label  must  indicate  the  rec- 
ommended dose.  When  the  label  has  been  affixed 
to  the  container  a  sufficient  area  of  the  container 
must  remain  uncovered  for  its  full  length  or  cir- 
cumference to  permit  inspection  of  the  contents. 

§  73.51   Proper  name  on  outside  label. 

The  proper  name  in  the  form  designated  in  the 
product  license  for  such  purpose  must  appear 
upon  the  outside  label  in  legible  type  and  shall  be 
given  precedence  in  position  and  prominence  over 
any  trade-mark  or  trade  name  used : 

(a)  The  "outside  label"  is  the  label  of  the  car- 
ton enclosing  one  or  more  final  containers,  except 
that  if  no  such  carton  is  used  the  label  of  the  indi- 
vidual final  container  is  regarded  as  the  outside 
la;bel. 

(b)  "Legible  type"  includes  only  type  of  a  size 
and  character  which  can  'be  read  with  ease  when 
held  in  a  good  light  and  with  normal  vision. 

(c)  "Precedence  in  position"  of  the  proper 
name  will  have  been  observed  if  it  is  placed  above 
any  trade-mark  or  trade  name  and  provided  it  is 
symmetrically  arranged  with  respect  to  other 
printing  on  the  label. 

(d)  "Precedence  in  prominence"  of  the  proper 
name  will  have  been  observed  if  the  style  of  type 
is  of  the  same  or  greater  point  size  and  of  equal 
face,  or  heavier,  than  that  used  in  printing  the 
trade-mark  or  trade  name,  and  if  the  contrast  in 
color  value  between  the  proper  name  and  the  back- 
ground is  not  less  than  that  between  the  trade- 
mark or  trade  name  and  the  background. 

§  73.52   Outside  label ;  additional  items. 

The  label  affixed  to  the  outside  carton  shall  in- 
clude, in  addition  to  the  proper  name  and  the 
items  required  on  the  label  of  the  final  container, 
the  following: 

(a)  The  preservative  used  and  its  concentration, 

(b)  The  volume  of  the  contents,  if  a  liquid,  or 
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the  weight,  if  a  solid,  and  the  potency  of  dosage 
if  more  than  one  strength  is  dispensed, 

(c)  The  recommended  storage  temperature, 

(d)  The  words  "Shake  Well,"  or  equivalent, 
when  indicated  by  the  character  of  the  product, 

(e)  The  dose  and  route  of  administration  rec- 
ommended or  reference  to  such  directions  in  an 
enclosed  circular. 

(f )  The  source  of  the  product  when  a  factor  in 
safe  administration, 

(g)  Minimum  potency  of  product  expressed  in 
terms  of  official  standard  of  potency  or,  if  potency 
is  a  factor  and  no  standard  of  potency  has  been 
prescribed,  the  words  "No  U.S.  standard  of 
potency." 

§  73.53  ^   Divided  manufacturing  responsibility 
to  be  shown. 

If  two  or  more  establishments  participate  in 
the  manufacture  of  a  product,  the  name,  address, 
and  license  number  of  each  must  appear  on  the 
label  of  the  final  container,  if  capable  of  bearing 
a  full  label,  and  on  the  outside  label. 

§  73.54   Name  of  selling  agent  or  distributor. 

The  name  and  address  of  the  selling  agent  or 
distributor  of  a  product  may  appear  on  the  label 
under  the  designation  of  "selling  agent"  or 
"distributor"  provided  that  the  name  and  ad- 
dress of  the  manufacturer  is  given  precedence  in 
prominence. 

§  73.55   Products  for  export. 

Labels  on  packages  or  containers  of  products 
for  export  may  be  adapted  to  meet  specific  re- 
quirements of  the  regulations  of  the  country  to 
which  the  product  is  to  be  exported  provided  that 
in  all  such  cases  the  minimum  label  requirements 
prescribed  in  §  73.50  are  observed. 

Standards  fok  Products:  General 

§  73.70  ^    Tests  prior  to  release  required  for 
each  lot. 

No  lot  of  any  licensed  product  shall  be  released 
by  the  manufacturer  prior  to  the  completion  of 
tests  for  confonnity  with  standards  applicable  to 
such  product.  Each  applicable  test  shall  be  made 
on  each  lot  after  completion  of  all  processes  of 

iSecs.  73.53.  73.70  and  73.72  amended  June  28,  1961,  26  PR 
5754,  to  become  effective  July  28,  1961. 


manufacture  w'hich  may  affect  compliance  with  the 
standard  to  which  the  test  applies.  The  results 
of  all  tests  performed  shall  be  considered  in  deter- 
mining whether  or  not  the  test  results  meet  the 
test  objective,  except  that  a  test  result  may  be  dis- 
regarded when  it  is  established  that  the  test  is 
invalid  due  to  causes  unrelated  to  the  product. 

§73.71  Potency. 

Tests  for  potency  shall  consist  of  either  in  vitro 
or  in  vivo  tests,  or  both,  which  have  been  specifi- 
cally designed  for  each  product  so  as  to  indicate 
its  potency  in  a  manner  adequate  to  satisfy  the 
interpretation  of  potency  given  by  the  definition 
in  §73.1(t). 

§  73.72 1    General  safety. 

In  addition  to  specified  safety  tests  prescribed  in 
this  part  for  individual  products,  a  general  safety 
test  shall  be  performed  in  final  container  material, 
from  each  filling  of  each  lot  of  all  products  in- 
tended for  administration  to  man,  either  after  the 
labels  have  been  affixed  to  the  final  container,  or 
affixed,  both  outside  and  inside,  to  the  multiple 
container  storage  receptacle  just  prior  to  its  seal- 
ing for  storage  purposes.  Exceptions  to  this  pro- 
cedure may  be  authorized  by  the  Director,  Division 
of  Biologies  Standards,  when  more  than  one  lot  is 
processed  each  day.  The  general  safety  test  shall 
consist  of  the  parenteral  injection  of  the  maximum 
volume  tolerated  into  each  of  two  mice  weighing 
approximately  20  gms.  each  and  into  each  of  two 
guinea  pigs  weighing  approximately  350  gms.  each 
but  no  more  than  0.5  ml.  need  be  inoculated  into 
each  mouse  and  no  more  than  5.0  ml.  need  be  inocu- 
lated into  each  guinea  pig.  After  injection  the 
animals  shall  be  observed  for  a  period  of  no  less 
than  seven  days  and  if  neither  significant  symp- 
toms nor  death  results  during  the  observation 
period,  the  product  meets  the  requirements  for 
general  safety.  Variations  of  this  test,  either  in 
the  volimie  injected  or  in  the  species  of  test  animal 
used,  shall  be  made  whenever  required  because  of 
the  human  dose  level  demanded  of  the  product  or 
because  of  any  individual  demands  of  the  product 
itself. 

§  73.73  Sterility. 

Except  as  provided  in  paragraph  (f ) ,  the  steril- 
ity of  each  lot  of  each  product  shall  be  demon- 
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strated  by  the  perfonnance  of  the  tests  prescribed 
in  paragraphs  (a)  and  (b)  of  this  section  for  both 
bulk  and  final  container  material.  Bulk  material 
shall  be  tested  separately  from  final  container  ma- 
terial and  material  from  each  final  container  shall 
be  tested  in  individual  test  vessels. 

(a)^  The  test—(l)  Using  Fluid  Thiogly collate 
Medium.  The  volume  of  product,  as  required  by 
paragraph  (d)  of  this  section  (hereinafter  re- 
ferred to  also  as  the  "inoculum"),  from  samples 
of  both  bulk  and  final  container  material,  shall  be 
inoculated  into  test  vessels  of  Fluid  Thioglycollate 
Medium.  The  inoculum  and  medium  shall  be 
mixed  thoroughly  and  incubated  at  a  temperature 
of  30°  to  32°  C.  for  a  test  period  of  no  less  than 
seven  days  and  examined  visually  for  evidence  of 
growth  on  the  third  or  fourth  or  fifth  day  and  on 
the  seventh  or  eighth  day.  If  incubation  is  con- 
tinued beyond  eight  days,  an  additional  examina- 
tion shall  be  made  on  the  last  day  of  the  test  period. 
If  the  inoculum  renders  the  medium  turbid  so  that 
the  absence  of  growth  cannot  be  determined  re- 
liably by  visual  examination,  portions  of  this  tur- 
bid medium  in  amounts  of  no  less  than  1.0  ml. 
shall  be  transferred  on  the  third  or  fourth  or  fifth 
day  of  incubation,  from  each  of  the  test  vessels 
and  inoculated  into  additional  vessels  of  medium. 
The  material  in  the  additional  vessels  shall  be  in- 
cubated at  a  temperature  of  30°  to  32°  C.  for  no 
less  than  seven  days.  Notwithstanding  such  trans- 
fer of  material,  examination  of  the  original  vessels 
shall  be  continued  as  prescribed  above.  The  addi- 
tional test  vessels  shall  be  examined  visually  for 
evidence  of  growth  on  the  third  or  fourth  or  fifth 
day  of  incubation  and  on  the  seventh  or  eighth 
day  and  if  incubation  is  continued  beyond  a  period 
of  eig'ht  days,  an  additional  examination  shall  be 
made  on  the  last  day  of  the  incubation  period.  If 
growth  appears,  repeat  tests  may  be  performed 
as  prescribed  in  paragraph  (b)  of  this  section  and 
interpreted  as  specified  in  paragraph  (c)  of  this 
section. 

(2)  Using  Fluid  Sabouraud  Medium.  Except 
for  dried  products,  a  test  for  fungi  and  yeast  shall 
be  made  on  final  container  material,  following  the 
procedures  prescribed  in  subparagraph  (1)  of  this 
paragraph  except  that  (i)  the  medium  shall  be 
Fluid  Sabouraud  Medium;  (ii)  the  incubation 

iSec.  73.73(a)  amended  January  11,  1962,  27  FR  307,  to  be- 
come effective  February  10,  1962. 


shall  be  at.  a  temperature  of  20°  to  25°  C. ;  (iii)  the 
period  of  incubation  shall  be  no  less  than  ten  days 
and  an  examination  shall  be  made  on  the  tenth  or 
eleventh  or  twelfth  day  in  lieu  of  an  examination 
on  the  seventh  or  eighth  day. 

(b)  Repeat  tests — (1)  Repeat  bulk  test.  If 
growth  appears  in  the  test  of  the  bulk  material, 
the  test  may  be  repeated  to  rule  out  faulty  test 
procedures  by  testing  at  least  the  same  volume  of 
material. 

(2)  First  repeat  final  container  test.  If  growth 
appears  in  any  test  (thioglycollate  or  Salbouraud) 
of  final  container  material,  that  test  may  be  re- 
peated to  rule  out  faulty  test  procedures  by  testing 
material  from  a  sample  of  at  least  the  same  number 
of  final  containers. 

(3)  Second  repeat  final  container  test.  If 
growth  appears  in  any  first  repeat  final  container 
test  (thioglycollate  or  Sabouraud),  that  test  may 
be  repeated  provided  there  was  no  evidence  of 
growth  in  any  test  of  the  bulk  material  and  mate- 
rial from  a  sample  of  twice  the  number  of  final 
containers  used  in  the  first  test  is  tested  by  the 
same  method  used  in  the  first  test. 

(c)  ^  Interpretation  of  test  results.  The  results 
of  all  tests  performed  on  a  lot  shall  be  considered 
in  determining  whether  or  not  the  lot  meets  the 
requirements  for  sterility,  except  that  tests  may 
be  excluded  when  demonstrated  by  adequate  con- 
trols to  be  invalid.  The  lot  meets  the  test  require- 
ments if  no  growth  appears  in  the  tests  prescribed 
in  paragraph  (a)  of  this  section.  If  repeat  tests 
are  performed,  the  lot  meets  the  test  requirements 
if  no  growth  appears  in  the  tests  prescribed  in 
paragraph  (b)  (2)  or  b(3)  of  this  section,  which- 
ever is  applicable. 

(d)  ^  Test  samples  and  volumes — (1)  Bulk. 
Each  sample  for  the  bulk  sterility  test  shall  be 
representative  of  the  bulk  container  material  and 
the  volume  tested  shall  be  no  less  than  10  ml. 
(Note  exceptions  in  paragraph  (f)  of  this  section.) 

(2)  Final  containers.  The  sample  for  the  final 
container  and  first  repeat  final  container  tests  shall 
be  no  less  than  20  final  containers  from  each  filling 
of  each  lot,  selected  to  represent  all  stages  of 
filling  from  the  bulk  container.  If  the  amount  of 
material  in  the  final  container  is  1.0  ml.  or  less, 
the  entire  contents  shall  be  tested.    If  the  amount 

2  Sec.  73.73  (c)  and  (d)  amended  .January  11,  1962.  27  FR 
307,  to  become  effective  February  10,  1962. 
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of  material  in  the  final  container  is  more  than  1.0 
ml.,  the  volume  tested  shall  be  the  largest  single 
dose  recommended  by  the  manufacturer  or  1.0  ml., 
whichever  is  larger,  but  no  more  than  10  ml.  of 
material  or  the  entire  contents  from  a  single  final 
container  need  be  tested.  (Note  exceptions  in 
paragraph  (f )  of  this  section.) 

(e)  Culture  medium — (1)  Formulae,  (i)  The 
formula  for  Fluid  Thioglycollate  Medimn  is  as 
follows : 

Fluid  Thioglycollate  Medium 


1-cystine   0.5  gm. 

Sodium  chloride   2.5  gm. 

Dextrose  (CeHi^Oo  H.O)   .5.5  gm. 

Granular  agar  (less  than  15%  moisture  by  0.75  gm. 
weight ) . 

Yeast  extract  (water-soluble)   5.0  gm. 

Pancreatic  digest  of  casein   15.0  gm. 

Purified  water   1,000.0  ml. 

Sodium  thioglycollate  ( or  thioglycollic  acid —  0.5  gm. 
0.8  ml.). 

Resazurin  (0.10%  solution,  freshly  prepared)  1.0  ml. 
Final  pH  7.1±0.1. 


(ii)  The  formula  for  Fluid  Sabouraud  Medium 
is  as  follows : 

Fluid  Sabouraud  Medium 


Dextrose   20  gm. 

Pancreatic  digest  of  casein-  5  gm. 

Peptic  digest  of  animal  tissue  5  gm. 

Purified  water   1,000  ml. 

Final  pH  5.7±0.1. 


(2)  Culture  medium  requirements — -(i)  Quality 
and  condition  of  medium  and  design  of  container. 
The  growth  promoting  qualities  and  conditions  of 
the  culture  medium,  and  the  design  of  the  test  con- 
tainer, shall  be  such  as  are  shown  to  provide  con- 
ditions favorable  to  aerobic  and  anaerobic  growth 
of  microorganisms  throughout  the  test  period. 

(ii)  Ratio  of  inoculum  to  culture  medium.  The 
ratio  of  the  volume  of  ithe  inoculum  to  the  volume 
of  culture  medium  shall  be  such  as  will  dilute 
the  preservative  in  the  inoculum  to  a  level  that 
does  not  inhibit  growth  of  contaiminating  micro- 
organisms. Inhibitors  or  neutralizers  of  preserva- 
tive may  be  considered  in  determininng  the  proper 
ratio. 

(f)  Exceptions.  Bulk  and  final  container  ma- 
terial shall  be  tested  for  sterility  as  described 
above  in  this  section  except  as  follows : 

(1)  Different  sterility  tests  prescribed.  When 


different  sterility  tests  are  prescribed  for  a  prod- 
uct in  this  part. 

(2)  Alternate  incubation  temperatures.  Two 
tests  may  be  performed,  in  all  respects  as  pre- 
scribed in  paragraph  (a)(1)  of  this  section,  one 
test  using  an  incubation  temperature  of  18°  to 
22°  C,  the  other  test  using  an  incubation  tem- 
perature of  35°  to  37°  C,  in  lieu  of  performing  one 
test  using  an  incubation  temperature  of  30°  to 
32°  C. 

(3)  Different  tests  equal  or  superior.  A  differ- 
ent test  may  be  performed  provided  that  prior  to 
the  performance  of  such  test  a  manufacturer  sub- 
mits data  which  the  Surgeon  General  finds  ade- 
quate to  establish  that  the  different  test  is  equal 
or  superior  to  the  tests  described  in  paragraphs 
(a)  and  (b)  of  this  section  in  detecting  con- 
tamination and  makes  the  finding  a  matter  of 
official  record. 

(4)  Test  precluded  or  not  required.  The  tests 
prescribed  in  this  section  need  not  be  performed 
for  Whole  Blood  (Human),  Packed  Eed  Blood 
Cells  (Human),  Single  Donor  Plasma  (Human), 
Smallpox  Vaccine  and  other  similar  products 
concerning  which  the  Surgeon  General  finds  that 
the  mode  of  administration,  the  method  of  prepa- 
ration or  the  special  nature  of  the  product  pre- 
cludes or  does  not  require  a  sterility  test. 

(5)  Viscous  biological  products.  Thioglycollate 
Broth  Medium  may  be  used  in  lieu  of  Fluid  Thio- 
glycollate Medium  to  test  viscous  biological  prod- 
ucts. The  formula  for  Thioglycollate  Broth 
Medium  is  as  follows : 

Thioglycollate  Broth  Medium.  Certain  biological  prod- 
ucts are  turbid  or  otherwise  do  not  lend  themselves  readily 
to  culturing  in  Fluid  Thioglycollate  Medium  because  of 
its  viscosity.  In  such  instances,  the  following  broth  is  ac- 
ceptable in  place  of  the  Fluid  Thioglycollate  Medium,  pro- 
vided it  is  used  in  Smith  fermentation  tubes  which  have 
been  heated  within  four  hours  in  a  boiling  water  bath  or 
in  free-flowing  steam  so  as  to  drive  the  dissolved  oxygen 
out  of  the  medium  in  the  closed  arm  : 


1-cystine  0.5  gm. 

Sodium  chloride   2.5  gm. 

Dextrose  CeHuOc-HjO)  5.5  gm. 

Yeast  extract  (water-soluble)   5.0  gm. 

Pancreatic  digest  of  casein  15.0  gm. 

Purified    water    1,000.0  ml. 


Sodium  thioglycollate  (or  thioglycollic  0.5  gm.  acid — 0.3 
ml.). 

Final  pH  7.1±0.1. 
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(6)  Nvmber  of  final  containers  more  than  20^ 
less  than  200.  If  the  number  of  final  containers 
in  the  filling  is  more  than  20  or  less  than  200,  the 
sample  shall  be  no  less  than  10  percent  of  the 
containers. 

(7)  Number  of  final  containers — 20  or  less.  If 
the  nmnber  of  final  containers  in  a  filling  is  20  or 
less,  the  sample  shall  be  two  final  containers,  or 
the  sample  need  be  no  more  than  one  final  con- 
tainer, provided  (i)  the  bulk  material  met  the 
sterility  test  requirements  and  (ii)  after  filling,  it 
is  demonstrated  by  testing  a  simulated  sample  that 
all  surfaces  to  which  the  product  was  exposed  were 
free  of  contaminating  microorganisms.  The  sim- 
ulated sample  shall  be  prepared  by  rinsing  the 
filling  equipment  with  sterile  1.0  percent  peptone 
solution,  pH  7.1  ±0.1,  which  shall  be  discharged 
into  a  final  container  by  the  same  method  used 
for  filling  the  final  containers  with  the  prodiict. 

(8)  ^2  Samples — large  volume  of  product  in  final 
containers.  For  Normal  Serum  Albumin  (Hu- 
man), Normal  Human  Plasma,  Antihemophilic 
Plasma  (Human),  Plasma  Protein  Solution  (Hu- 
man) ,  and  Fibrinogen  (Human) ,  when  the  voltune 
of  product  in  the  final  container  is  50  ml.  or  more, 
the  final  containers  selected  as  the  test  sample  may 
contain  less  than  the  full  volume  of  product  in  the 
final  containers  of  the  filling  from  which  the 
sample  is  taken:  Provided.,  That  the  containers 
and  closures  of  the  sample  are  identical  with  those 
used  for  the  filling  to  which  the  test  applies  and 
the  sample  represents  all  stages  of  that  filling. 

(9)  Diagnostic  products  not  intended  for  in- 
jection. For  diagnostic  products  not  intended  for 
injection,  (i)  only  the  Thioglycollate  Medium  test 
is  required,  (ii)  the  volume  of  material  for  the 
bulk  test  shall  be  no  less  than  2.0,  and  (iii)  the 
sample  for  the  final  container  test  shall  be  no  less 
than  three  final  containers  if  the  total  number 
filled  is  100  or  less,  and,  if  greater,  one  additional 
container  for  each  additional  50  containers  or  frac- 
tion thereof,  but  the  sample  need  be  no  more  than 
10  containers. 

(10)  ^^  Human  immune  globulin  preparations. 
For  human  immune  globulin  preparations,  the  test 
samples  from  the  bulk  material  and  from  each 
final  container  need  be  no  more  than  two  ml. 

1  Sec.  73.73(f)(8)  amended  and  a  new  subparagraph  (f)  (10) 
added  January  11,  1962,  27  FR  307,  to  become  effective  February 
10,  1962. 

=  Sec.  73.73  (f)(8)  and  (f)(10))  amended  September  26,  1964. 
29  F.R.  13387. 

(17) 


§73.743  Purity. 

Products  shall  be  free  from  extraneous  material. 
In  addition,  products  shall  be  tested  as  provided 
in  paragraphs  (a)  and  (b)  of  this  section. 

(a)  Test  for  residual  moistv/re.  Each  lot  of 
dried  product  shall  be  tested  for  residual  moisture 
and  other  volatile  substances. 

(1)  Procedure.  The  test  for  dried  products 
shall  consist  of  measuring  the  maximum  loss  of 
weight  in  a  weighed  sample  equilibrated  over 
anhydrous  P2O3  at  a  pressure  of  not  more  than 
one  mm.  of  mercury,  and  at  a  temperature  of  20° 
to  30°  C.  for  as  long  as  it  has  been  established  is 
sufficient  to  result  in  a  constant  weight. 

(2)  *  Test  results;  standard  to  be  met.  The 
residual  moisture  and  other  volatile  substances 
shall  not  exceed  1  percent  except  that  for  BCG 
Vaccine  they  shall  not  exceed  1%  percent,  for 
Measles  Virus  Vaccine,  Live,  Attenuated  and 
Antihemophilic  Factor  (Human),  they  shall  not 
exceed  2  percent,  and  for  Modified  Plasma 
(Bovine),  Thrombin,  Fibrinogen,  Streptokinase, 
Streptokinase-Streptodornase,  and  Anti-Influenza 
Virus  Serum  for  the  Hemagglutination  Inhibition 
Test,  they  shall  not  exceed  3  percent. 

(b)  Test  for  pyrogenic  substances.  Each  lot  of 
any  product  intended  for  use  by  injection  shaU 
be  tested  for  pyrogenic  substances  by  intravenous 
injection  into  rabbits  as  provided  in  subpara- 
graphs (1)  and  (2)  of  this  paragraph :  Pwy2!c?ec?, 
That  notwithstanding  any  other  provision  of  this 
part,  the  test  for  pyrogenic  substances  is  not  re- 
quired for  the  following  products :  Products  con- 
taining formed  blood  elements;  Single  Donor 
Plasma  (Human) ;  Normal  Horse  Serum;  Normal 
Rabbit  Serum ;  bacterial,  viral  and  rickettsial  vac- 
cines and  antigens ;  toxoids ;  toxins ;  allergenic  ex- 
tracts; venoms;  diagnostic  substances  and  triva- 
lent  organic  arsenicals. 

(1)*  Test  dose.  The  test  does  for  each  rabbit 
shall  be  at  least  3  milliliters  per  kilogram  of  body 
weight  of  the  rabbit  and  also  shall  be  at  least 
equivalent  proportionately ,  on  a  body  weight  basis, 
to  the  maximum  single  hmnan  dose  recommended, 
but  need  not  exceed  10  ml.  per  kilogram  of  body 
weight  of  the  rabbit,  except  that:  (i)  Regardless 

3  Sec.  73.74  amended  June  30,  1960,  25  FR  6314,  to  become 
effective  August  29,  1960. 

^Se-c.  73.74  (a)(2)  and  (b)(1)  amended  November  2,  1966, 
31  PR  14000  to  become  effective  December  2,  1966. 
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of  the  human  dose  recommended,  the  test  dose 
per  kilogram  of  body  weight  of  each  rabbit  shall 
be,  at  least  1  milliliter  for  immune  globulins 
derived  from  human  blood,  at  least  3  milliliters  for 
Normal  Human  Plasma,  and  at  least  30  milli- 
grams for  Fibrinogen  (Human)  ;  (ii)  for  Strep- 
tokinase, Streptokinase- Streptodornase,  Aggre- 
gated Radio-Iodinated  (I"^)  Albumin  (Human), 
Radio- Chromated  (Cr^^)  Serum  Albumin  (Hu- 
man), Radio-Iodinated  (I"®)  Serum  Albumin 
(Human)  and  Radio-Iodinated  (I"^)  Serum  Al- 
bumin (Human),  the  test  dose  shall  be  at  least 
equivalent  proportionately  on  a  body  weight  basis 
to  the  maximum  single  human  dose  recommended. 

(2)  Procedure.  Products  shall  be  tested  for 
freedom  from  pyrogenic  substances  by  intrave- 
nous injection  of  the  test  dose  into  three  or  more 
rabbits  in  overt  good  health  and  by  recording  for 
each  rabbit  a  control  temperature  taken  within  one 
hour  prior  to  injection,  and  three  additional  tem- 
peratures taken  one,  two,  and  three  hours  after 
injection.  For  purposes  of  subparagraph  (3)  of 
this  paragraph,  if  there  is  no  temperature  increase 
over  the  control  temperature  (i.e.  where  the  tem- 
perature remains  unchanged  or  falls),  the  tem- 
perature rise  shall  be  considered  as  zero.  If  there 
is  an  increase  in  temperature  over  the  control 
temperature,  the  temperature  rise  shall  be  the  dif- 
ference 'between  the  highest  of  the  three  hourly 
readings  and  the  control  temperature  reading. 

(3)  Test  results;  standards  to  ie  met.  The  re- 
sults recorded  for  all  rabbits  used  in  all  tests  of  a 
lot.  of  a  product  shall  be  included  in  determining 
whether  the  standard  for  purity  is  met.  The 
product  fails  to  meet  test  requirements  if  one-half 
or  more  of  all  rabbits  show  a  temperature  rise  of 
0.6 °C.  or  more  or  if  the  average  temperatures  rise 
of  all  rabbits  is  0.5°  C.  or  more. 

(c)  Different  tests  equal  or  superior.  A  differ- 
ent test  for  residual  moisture  may  be  performed 
provided  that  prior  to  its  performance  the  manu- 
facturer submits  data  which  the  Surgeon  General 
finds  adequate  to  establish  that  the  different  test 
is  equal  or  superior  to  the  test  described  in  para- 
graph (a)  of  this  section  and  makes  the  finding 
a  matter  of  official  record. 


§73.751  Identity. 

The  contents  of  a  final  container  of  each  filling 
of  each  lot  shall  be  tested  for  identity  after  all 
labeling  operations  shall  have  been  completed. 
The  identity  test  shall  be  specific  for  each  product 
in  a  manner  that  will  adequately  identify  it  as 
the  product  designated  on  final  container  and 
package  labels  and  circulars,  and  distinguish  it 
from  any  other  product  being  processed  in  the 
same  laboratory.  Identity  may  be  established 
either  through  the  physical  or  chemical  char- 
acteristics of  the  product,  inspection  by  macro- 
scopic or  microscopic  methods,  specific  cultural 
tests,  or  in  vitro  or  in  vivo  immunological  tests. 

§  73.76 1   Requests  for  samples  and  protocols; 
official  release. 

Samples  of  any  lot  of  any  licensed  product, 
together  with  the  protocols  showing  results  of  ap- 
plicable tests,  may  at  any  time  be  required  to  be 
sent  to  the  Director,  Division  of  Biologies  Stand- 
ards. Upon  notification  by  the  Director,  Division 
of  Biologies  Standards,  a  manufacturer  shall  not 
distribute  a  lot  of  a  product  until  the  lot  is  released 
by  the  Director,  Division  of  Biologies  Standards : 
Provided,  That  the  Director  shall  not  issue  such 
notification  except  when  deemed  necessary  for  the 
safety,  purity  or  potency  of  the  product. 

§73.771  Cultures. 

(a)  Storage  amd  maintenance.  Cultures  used 
in  the  manufacture  of  products  shall  be  stored  in 
a  secure  and  orderly  manner,  at  a  temperature 
and  by  a  method  that  will  retain  the  initial  char- 
acteristics of  the  organisms  and  insure  freedom 
from  contamination  and  deterioration. 

(b)  Identity  and  veHfication.  Each  culture 
shall  be  clearly  identified  as  to  source  strain.  A 
complete  identification  of  the  strain  shall  be  made 
for  each  new  stock  culture  preparation.  Primary 
and  subsequent  seed  lots  shall  be  identified  by  lot 
number  and  date  of  preparation.  Periodic  tests 
shall  be  performed  as  often  as  necessary  to  verify 
the  integrity  of  the  strain  characteristics  and  free- 
dom from  extraneous  organisms.  Results  of  all 
periodic  tests  for  verification  of  cultures  and  de- 

1  Sec.  73.75  redesignated  (formerly  73.72(b))  and  amended; 
Sec.  73.76  redesignated  (formerly  73.75)  ;  and  a  new  Sec.  73.77 
added  June  28,  1961,  26  FR  5754,  to  become  effective  July  28, 
1961. 
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termination  of  freedom  from  extraneous  orga- 
nisms shall  be  recorded  and  retained. 

§73.78^   Ingredients,  preservatives,  diluents. 

All  ingredients  used  in  a  licensed  product,  and 
any  diluent  provided  as  an  aid  in  the  administra- 
tion of  the  product  shall  meet  generally  accepted 
standards  of  purity  and  quality.  Any  preserva- 
tive used  shall  he  sufficiently  non-toxic  so  that  the 
amount  present  in  the  recommended  dose  of  the 
product  will  noit  be  toxic  to  the  recipient,  and  in 
the  combination  used  shall  not  denature  the  specific 
substances  in  the  product  below  the  minimum  ac- 
ceptable potency  within  the  dating  period  when 
stored  at  the  recommended  temperature. 

§  73.79  ^   Total  solids  in  serums. 

Except  as  o'therwise  provided  by  regulation,  no 
liquid  serum  or  antitoxin  shall  contain  more  than 
20  percent  total  solids. 

§  73.80 1   Permissible  combinations. 

Licensed  products  may  not  be  combined  with 
other  licensed  products,  either  therapeutic,  pro- 
phylactic or  diagnostic,  except  as  a  license  is 
obtained  for  the  combined  product.  Licensed 
products  may  not  be  combined  with  non-licensable 
therapeutic,  prophylactic  or  diagnostic  substances 
except  as  a  license  is  obtained  for  such  combination. 

§73.81^2^   Standard  preparations. 

Standard  preparations  made  available  by  the 
Director,  Division  of  Biologies  Standards,  shall 
be  applied  in  testing  for  potency  all  forms  of 
Diphtheria  Toxin  for  Schick  Test;  Diphtheria 
Antitoxin;  Tetanus  Antitoxin;  Botulism  Anti- 
toxin, Type  A;  Botulism  Antitoxin,  Type  B; 
Histolyticus  Antitoxin;  Oedematiens  Antitoxin; 
Perfringens  Antitoxin;  Sordelli  Antitoxin;  Vi- 
brion  Septique  Antitoxin;  Staphylococcus  Anti- 
toxin ;  Scarlet  Fever  Streptococcus  Toxin ;  Scarlet 
Fever  Streptococcus  Antitoxin;  Dysentery  Anti- 
toxin (Shiga) ;  Anti-Hemophilus  Influenza  type 
b  Serum;  Antirabies  Serum;  Pertiissis  Vaccine; 

1  Sec.  73.79  deleted  ;  73.78,  73.80,  73.81,  73.82,  73.83  redesig- 
nated as  73.80,  73.81,  73.82,  73.83  and  73.84  respectively;  and 
redesignated  73.83  amended ;  June  28,  1961,  26  FR  5755,  to 
become  effective  July  28,  1961. 

2  Sees.  73.81  and  73.82  amended  September  16,  1961,  26  FK 
8668. 

3  Sec.  73.81  amended  November  2,  1966,  31  FR  14000.  to  be- 
come efifectlve  December  2,  1966. 


Thrombin;  Tuberculin,  Old;  and  Tuberculin, 
Purified  Protein  Derivative. 

§  73.82 1  ^   Limits  of  potency. 

Diphtheria  Antitoxin  shall  have  a  potency  of 
not  less  than  500  units  per  milliliter.  Tetanus 
Antitoxin  shall  have  a  potency  of  not  less  than  400 
units  per  milliliter.  Scarlet  Fever  Streptococcus 
Antitoxin  shall  have  a  poitency  of  not  less  than 
400  units  per  milliliter.  Pertussis  Vaccine  shall 
have  a  potency  of  12  units  per  total  human  im- 
munizing dose,  based  upon  tesit  values  of  not  less 
than  8  units  nor  more  than  36  units.  Products 
dispensed  in  the  dried  state  shall  represent  liquid 
products  having  these  potency  limitations. 

§  73.83  ^   Date  of  manufacture. 

The  dating  period  of  a  product  kept  at  the  man- 
afacturer's  recommended  storage  temperature, 
shall  begin  on  the  date  of  manufacture,  which 
shall  be  determined  as  follows: 

(a)  For  products  for  which  an  official  standard 
of  potency  is  prescribed  in  either  §  73.81  or  §  73.82, 
or  which  are  subject  to  official  potency  tests,  the 
date  of  initiation  by  the  manufacturer  of  the  last 
valid  potency  test. 

(b)  For  products  which  are  not  subject  to  offi- 
cial potency  tests,  (1)  the  date  of  removal  from 
animals,  (2)  the  date  of  extraction,  (3)  the  date 
of  solution,  or  (4)  the  date  of  cessation  of  growth, 
whichever  is  applicable. 

§  73.84 1  *  Periods  of  cold  storage. 

Except  as  otherwise  provided  in  the  regulations 
of  this  part,  products  may  be  held  by  the  manu- 
facturer in  cold  storage  after  the  date  of  manu- 
facture without  decreasing  the  dating  period,  for 
the  following  periods: 

At  a  temperature  not  above  10°  C.,  for  six  months,  or 
At  a  temperature  not  above  5°  C,  for  one  year,  or 
At  a  temperature  not  above  0°  C,  for  two  years. 

§  73.85  *   Expiration  date;  dating  period. 

The  expiration  date  for  each  product  shall  be 
no  later  than  the  last  day  of  the  dating  period. 
The  dating  period  for  a  product  shall  begin  either 
on  the  date  of  manufacture  or  on  any  date  not 
later  than  the  date  of  issue  from  the  manufac- 
turer's cold  storage,  except  that  if  stored  for 

4  Sec.  73.84  amended  and  Sec.  73.85  added  September  16,  1961, 
26  FR  8668. 
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longer  than  the  period  prescribed  in  §  73.84,  the 
dating  period  shall  begin  no  later  than  the  last 
day  of  the  prescribed  cold  storage  period. 

§  73.86  ^   Dating  periods  for  specific  products. 

The  following  dating  periods  are  based  on  data 
relating  to  usage,  clinical  experience  or  laboratory 
te^ts  that  establish  the  period  beyond  which  the 
product  cannot  be  expected  beyond  reasonable 
doubt  to  yield  its  specific  results  and  retain  its 

1  Sec.  73.86  added  effective  October  26,  1966,  except  that  label- 
ing requirements  shall  be  effective  February  23,  1967  (31  PR  11388 
dated  August  27,  1966). 

Adsorbed  Anti-A  Serum  

Adenovirus  and  Influenza  Virus  Vaccines  Combined  Alu- 
minum Hydroxide  Adsorbed. 
Adenovirus  and  Influenza  Virus  Vaccines  Combined  Alu- 
minum Phosphate  Adsorbed. 

Adenovirus  Vaccine  

Aggregated  Radio-Iodinated  (I^^)  Albumin  (Hiunan)  

Allergenic  Extracts  


Allergenic  Extracts,  Alum  Precipitated  

Anti-A  Blood  Grouping  Serum  

Anti-A,B  Blood  Grouping  Serum  

Anti-B  Blood  Grouping  Servun  

Anti-Di"  Serum  (Anti-Diego)  

Anti-Fy"  Serimi  (Anti-Duffy)  

Anti-Fy"  Serum  

Anti-Gr  (Vw)  Serum  

Antihemophilic  Factor  (Human)  

Antihemophilic  Globulin  ( Human )  

Antihemophilic  Plasma  (Human)  

Anti-Hemophilus  Influenzae  Type  b  Serum_ 

Anti-Human  Chorionic  Gonadotropic  Serum. 
Anti-Human  Serum  

Anti-Influenza  Virus  Serum  for  the  Hemagglutination  In- 
hibition Test. 

Anti-Jk"  Serum  (Anti-Kidd)  

Anti-Jk"  Serum  

Anti-Js"  Serum  (Anti-Sutter)  

Anti-k  Serum  ( Aniti-Cellan'o)  

Anti-K  Serum  (Anti-Kell)  


safety,  purity,  and  potency,  provided  the  product 
is  maintained  at  the  recommended  temperatures. 
The  standards  prescribed  by  the  regulations  in  this 
part,  designed  to  insure  continued  safety,  purity, 
and  potency  of  the  products,  are  based  on  the 
dating  periods  set  forth.  Cold  storage  periods 
and  temperatures  prescribed  in  §  73.84  shall  apply 
and  outside  labels  shall  recommend  storage  be- 
tween 2°  C.  and  8°  C,  except  when  specificially 
provided  otherwise.  (Storage  temperatures  and 
storage  periods  are  given  in  parentheses  after  the 
dating  periods  below  when  they  differ  from  those 
specified  in  §73.84.) 

One  year. 

Six  months  (5°  C,  six  months). 

Six  months  (5°  C,  six  months) . 

Six  months  (5°  C,  six  months). 
Thirty  days.    §  73.84  does  not  apply. 

With  50  percent  or  more  glycerin,  three  years  (5°  C,  three 
years). 

With  less  than  50  percent  glycerin,  eighteen  months  (5°  C, 
eighteen  months) . 

Products  for  which  cold  storage  conditions  are  inappropri- 
ate, eighteen  months,  provided  labeling  recommends  stor- 
age at  not  above  80°  C.    §  73.84  does  not  apply. 

Powders  and  tablets,  five  years,  provided  labeling  recom- 
mends storage  at  not  above  30°  C.    §  73.84  does  not  apply. 

Freeze  dried  products,  five  years  (5°  C,  three  years). 

Eighteen  months  (5°  C,  eighteen  months) . 

Liquid:  One  year. 

Dried:  Five  years. 

Liquid:  One  year. 

Dried:  Five  yeax's. 

Liquid:  One  year. 

Dried:  Five  years. 

One  year. 

One  year. 

One  year. 

One  year. 

One  year.    §  73.84  does  not  apply. 

One  year. 

Five  years. 

Liquid :  Two  years. 

Dried:  Five  years. 

One  year.    §  73.84  does  not  apply. 

Liquid:  One  year. 

Dried:  Five  years. 

Two  years. 

One  year. 
One  year. 
One  vear. 
One  year. 
One  year. 


(20) 


HEW-PHS-SG 


PHS  REGULATIONS 


SEC.  73.86  (Page  2) 


Anti-Kp°  Serum  (Anti-Penney)  One  year. 

Anti-Kp"  and  Anti-K  Serum  ( Anti-Rautenberg  and  Anti-    One  year. 
Kell). 

Anti- Kp"  Serum  (Anti-Rautenberg)   One  year. 

Anlti-Le'  Serum  (Anti-Lewis)  Liquid:  One  jesir. 

Dried:  Five  years. 

Anti-Le"  Serum   Liquid:  One  year. 

Dried:  Five  years. 

Anti-Lu"  Serum  (Anti-Lutheran)   One  year. 

Anti-M  Serum   One  year. 

Anti-M^  Serum   One  year. 

Anti-Mi°  Serum  (Anti-Miltenberger)   One  year. 

Anti-N  Serum   One  year. 

Anti-P  Serum  One  year. 

Antipertussis  Serum   Two  years. 

Antirabies    Two  years. 

Anti-Rh  Typing  Serum,  Anti-lir'  (Anti-c)   One  y^ar. 

Anti-Rh  Typing  Serum,  Anti-lir"  (Anti-e)   One  year.  ^ 

Anti-Rh  Typing  Serum,  Anti-hr"  (Anti-V)  One  year. 

Anti-Rh  Typing  Serum,  Anti-rh'  (Anti-C)  Liquid:  One  year. 

Dried:  Five  years. 

Anti-Rh  Typing  Serum,  Anti-rh"  (Anti-E)  Liquid:  One  year. 

Dried:  Five  years. 

Anti-Rh  Typing  Serum,  Anti-rho  (Anti-D)   Liquid:  One  year. 

Dried:  Five  years. 

Anti-Rh  Typing  Serum,  Anti-Rho'  (Anti-CD)   Liquid:  One  year. 

Dried:  Five  years. 

Anti-Rh  Typing  Serum,  Anti-Rh„"  (Anti-DE)   One  year. 

Anti-Rh  Typing  Serum,  Anti-Rhorh'rh"  (Anti-CDE)   One  year. 

Anti-Rh  Typing  Serum,  Anti-Rh„+9ff^0(Anti-D-fD"')  One  year. 

Anti-Rh  Typing  Serum,  Anti-rh''  (Anti-C")   One  year. 

Anti-rh"  and  Anti-K  Serum  (Anti-(C"+Kell) )  One  year. 

Anti-s  Serum   Liquid:  One  year. 

Dried:  Five  years. 
Anti-S  Serum   One  year. 

Antivenin  (Crotalidae)  Polyvalent   Five  years  with  a  10  percent  excess  of  potency. 

Antivenin  (Latrodectus  mactans)   Five  years  with  a  10  percent  excess  of  potency. 

Antivenin,  Scorpion   Five  years  with  a  20  percent  excess  of  potency. 

Anti-U  Serum  (Anti-Ss)   One  year. 

Anti  Wr"  Serum  (Anti- Wright)   One  year. 

B.  histolyticus  Antitoxin   Five  years  with  a  20  percent  excess  of  potency. 

B.  oedematiens  Antitoxin   Five  years  with  a  20  percent  excess  of  potency. 

B.  sordellii  Antitoxin   Five  years  with  a  20  percent  excess  of  potency. 

BCG  Vaccine   Six  months  (5°  C,  one  year). 

Blastomycin   Two  years  (5°  C,  one  year). 

Blood  Group  Specific  Substances  A  and  B   Two  years. 

Blood  Group  Specific  Substance  A   Two  years. 

Blood  Group  Specific  Substance  B   Two  years. 

Botulism  Antitoxin   Five  years  with  a  20  percent  excess  of  potency. 

Botulism  Antitoxin,  Type  E   Three  years  with  a  40  percent  excess  of  potency. 

Chicken  Pox  Immune  Serum  (Human)  Liquid:  One  year. 

Dried:  Five  years. 

Cholera  Vaccine   Eighteen  months  (5°  C.  one  year). 

Citrated  Whole  Blood  (Human)  Twenty-one  days  provided  labeling  recommends  storage  be- 
tween 1°  and  10°  C.    §  73.84  does  not  apply. 

Cobra  Venom  with  Silicic  and  Formic  Acids   Eighteen  months  (5°  C,  one  year). 

Cobra  Venom  Solution   Eighteen  months  (5°  C,  one  year). 

Coccidioidin   Three  years  (5°  C,  one  year) . 

CoUagenase    One  year.    §  73.84  does  not  apply. 
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Diphtheria  Antitoxin  

Diphtheria  and  Tetanus  Toxoids  and  Pertussis  and  Polio- 
myelitis Vaccines  Aluminum  Phosphate  Adsorbed. 

Diphtheria  and  Tetanus  Toxoids  and  Pertussis  Vaccine 
Alum  Precipitated  and  Poliomyelitis  Vaccine. 

Diphtheria  and  Tetanus  Toxoids  and  Pertussis  Vaccine 
Aluminum  Phosphate  Adsorbed  and  Poliomyelitis  Vac- 
cine. 

Diphtheria  and  Tetanus  Toxoids  and  Pertussis  Vaccine 
Combined. 

Diphtheria  and  Tetanus  Toxoids  and  Pertussis  Vaccine 
Combined  Alum  Precipitated. 

Diphtheria  and  Tetanus  Toxoids  Alum  Precipitated  and 
Pertussis  Vaccine  Combined. 

Diphtheria  and  Tetanus  Toxoids  and  Pertussis  Vaccine 
Combined  Aluminum  Phosphate  Adsorbed. 

Diphtheria  and  Tetanus  Toxoids  and  Pertussis  Vaccine 
Combined  Aluminum  Phosphate  Precipitated. 

Diphtheria  and  Tetanus  Toxoids  Aluminum  Hydroxide  Ad- 
sorbed and  Pertussis  Vaccine  Combined. 

Diphtheria  and  Tetanus  Toxoids  Aluminum  Hydroxide  Ad- 
sorbed Combined. 

Diphtheria  and  Tetanus  Toxoids  and  Pertussis  Vaccine 
Combined  Aluminum  Hydroxide  Precipitated. 

Diphtheria  and  Tetanus  Toxoids  and  Poliomyelitis  Vac- 
cine. 

Diphtheria  and  Tetanus  Toxoids  Combined  

Diphtheria  and  Tetanus  Toxoids  Combined  Alum  Precipi- 
tated. 

Diphtheria  and  Tetanus  Toxoids  Combined  Aluminum  Hy- 
droxide Precipitated. 
Diphtheria  and  Tetanus  Toxoids  Combined  Aluminum 

Phosphate  Adsorbed. 
Diphtheria  and  Tetanus  Toxoids  Combined  Aluminum 
Phosphate  Precipitated. 

Diphtheria  Toxin  for  Schick  Test  

Diphtheria  Toxoid  

Diphtheria  Toxoid  Alum  Precipitated  

Diphtheria  Toxoid  Alum  Precipitated  and  Pertussis  Vac- 
cine Combined. 

Diphtheria  Toxoid  Aluminum  Hydroxide  Adsorbed  

Diphtheria  Toxoid  Aluminum  Hydroxide  Precipitated  

Diphtheria  Toxoid  Aluminum  Phosphate  AJ-sorbed  

Diphtheria  Toxoid  and  Pertussis  Vaccine  Combined  

Diphtheria  Toxoid  and  Pertussis  Vaccine  Combined  Alum 
Precipitated. 

Diphtheria  Toxoid  and  Pertussis  Vaccine  Combined  Alu- 
minum Phosphate  Adsorbed. 
Diphtheria  Toxoid  Aluminum  Hydroxide  Adsorbed  and 

Pertussis  Vaccine  Combined. 
Diphtheria  Toxoid  Aluminum  Phosphate  Adsorbed  and 
Pertussis  Vaccine  Combined. 

Dysentery  Antitoxin,  Shiga  

Equine  Encephalomyelitis  Vaccine  (Eastern)  

Equine  Encephalomyelitis  Vaccine  (Western)  

Fibrinogen  (Human)  

Fibrinolysin  (Human)  

Fibrinogen  with  Antihemophilic  Factor  (Human)  


Liquid:  Five  years  with  a  20  percent  excess  of  potency. 
Dried:  Five  years  with  a  10  percent  excess  of  potency. 
Four  months  (5°  C,  two  months). 

(a)  Four  months  (5°  C,  two  months). 

(b)  One  year  provided  the  pertussis  and  poliomyelitis  com- 
ponents unmixed  when  issued  (5°  C,  one  year). 

(a)  Four  months  (5°  C,  two  months) . 

(b)  One  year  provided  the  pertussis  and  poliomyelitis  com- 
ponents unmixed  when  issued  (5°  C,  one  year). 

Eighteen  months  (5°  C,  one  year). 

Eighteen  months  (5°  C,  one  year). 

Eighteen  months  (5°  C,  one  year) . 

Eighteen  months  ( 5 °  C,  one  year ) . 

Eighteen  months  (5°  C,  one  year). 

Eighteen  months  (5°  C,  one  year). 

Two  years  (5°  C,  one  year). 

Eighteen  months  (5°  C,  one  year). 

One  year  (5°  C,  one  year). 

Two  years  (5°  C,  one  year) . 
Two  years  (5°  C,  one  year) . 

Two  years  (5°  C,  one  year) . 

Two  years  (5°  C,  one  year) . 

Two  years  (5°  C,  one  year) . 

One  year  (5°  C,  one  year). 
Two  years  (5°  C,  one  year) . 
Two  years  (5°  C,  one  year) . 
Eighteen  months  (5°  C,  one  year). 

Two  years  (5°  C,  one  year). 
Two  years  (5°  C,  one  year ) . 
Two  years  (5°  C,  one  year). 
Eighteen  months  (5°  C,  one  year) . 
Eighteen  months  (5°  C,  one  year). 

Eighteen  months  (5°  C.  one  year). 

Eighteen  months  (5°  C,  one  year). 

Eighteen  months  (5°  C,  one  year). 

Five  years  with  a  20  i)ercent  excess  of  potency. 

One  year. 

One  year. 

Five  years. 

Two  years. 

Five  years. 
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Fibrinolysin  and  Desoxyribonuclease  Combined  (Bovine) —  Three  years. 
Fibrinolysin  and  Desoxyribonuclease  Combined  (Bovine)    Three  years, 
with  Chloramphenicol. 

Gas  Gangrene  Polyvalent  Antitoxin  Five  years  with  a  20  percent  excess  of  potency. 

Haemophilus  influenzae  Typing  Serum  One  year. 

Heparinized  Whole  Blood  (Human)   Forty-eight  hours  provided  labeling  recommends  storage 

between  1°  and  10°  C.    §  73.84  does  not  apply. 

Histamine  Azoprotein   Two  years. 

Histoplasmin   Two  years  (5°  C,  one  year). 

Immune  Serum  Globulin  (Human)  Three  years  (5°  C,  three  years). 

Influenza  Virus  Hemagglutinating  Antigen  Two  years  (5°  C,  one  year). 

Influenza  Virus  Vaccine   Eighteen  months  (5°  C,  one  year). 

Lymphogranuloma  Venereum  Antigen   One  year  (5°  C,  one  year). 

Measles  Immune  Serum  (Human)  Liquid:  One  year. 

Dried:  Five  years. 

Measles  Immune  Globulin  (Human)   Three  years  (5°  C,  three  years). 

Measles  Virus  Vaccine,  Inactivated   One  year  (5°  C,  one  year). 

Measles  Virus  Vaccine,  Live,  Attenuated   One  year.    §  73.84  does  not  apply. 

Modified  Plasma  (Bovine)   T\venty  months.    §  73.84  does  not  apply. 

Mumps  Immune  Serum  (Human)   Liquid:  One  year.  ^ 

Dried:  Five  years. 

Mumps  Immune  Globulin  ( Human )   Three  years  from  date  the  dried  or  frozen  bulk  product  is 

placed  in  final  solution.    (5°  C,  three  years.) 

Mumps  Skin  Test  Antigen   Eighteen  months  (5°  C,  one  year). 

Mumps  Vaccine   Eighteen  months  (5°  C,  one  year). 

Normal  Bovine  Serum   Five  years. 

Normal  Horse  Serum   Five  years. 

Normal  Human  Plasma  Liquid:  Three  years  provided  product  is  maintained  between 

15°  and  30°  C,  and  labeling  recommends  storage  between 
15°  and  30°  C.    §  73.84  does  not  apply. 
Dried:  Seven  years  provided  labeling  recommends  storage 
not  above  37°  C.    §  73.84  does  not  apply. 

Normal  Human  Serum  Liquid:  Eighteen  months. 

Dried:  Five  years. 

Frozen:  Three  years  provided  labeling  recommneds  storage 
at  —18°  C.  or  below.    §  73.84  does  not  apply. 

Melted:  One  year  after  the  date  of  melting.  §  73.84  does 
not  apply. 

Normal  Rabbit  Serum   Five  years. 

Normal  Serum  Albumin  (Human)   (a)  Five  years  provided  labeling  recommends  storage  be- 

tween 2°  and  10°  C.  (5°  C,  three  years). 

or 

(b)  Three  years  provided  labeling  recommends  storage  at 
room  temperature,  not  to  exceed  37°  C.  (5°  C,  three 
years). 

or 

(c)  Ten  years,  if  In  an  hermetically  sealed  metal  container 
and  provided  labeling  recommends  storage  between  2°  and 
10°  C.    §  73.84  does  not  apply. 

Oxophenarsine  Hydrochloride  Three  years  (5°  C,  one  year). 

Packed  Red  Blood  Cells  (Human)  Twenty-one  days  provided  labeling  recommends  storage  be- 
tween 1°  and  10°  C.  and  the  hermetic  seal  is  not  broken 
during  processing.  Twenty-four  hours  provided  labeling 
recommends  storage  between  1°  and  10°  C,  if  the  hermetic 
seal  is  broken  during  processing.    §  73.84  does  not  apply. 

Perf  nngens  Antitoxin   Pi^e  years  with  a  20  percent  excess  of  potency. 

Pertussis  Immune  Globulin  (Human)  Three  years  from  date  the  dried  or  frozen  bulk  product  is 

placed  in  final  solution  (5°  C,  three  years) . 

Pertussis  Immune  Serum  (Human)  Liquid:  One  year. 

Dried:  Five  years. 
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Pertussis  Vaccine   Eighteen  months  (5°  C,  one  year). 

Pertussis  Vaccine  Aluminum  Hydroxide  Adsorbed  Eighteen  months  (5°  C,  one  year). 

Pertussis  Vaccine  Aluminum  Phosphate  Adsorbed  Eighteen  months  (5°  C,  one  year). 

Plague  Vaccine   Eighteen  months  (5°  C,  one  year). 

Plasma  Protein  Fraction  (Human)   (a)  Five  years  (5°  C,  one  year). 

(b)  Three  years,  provided  labeling  recommends  storage 
between  15°  and  30°  C.  (5°  C,  one  year) . 
Pneumococcus  Typing  Serum  One  year. 

Poliomyelitis  Immune  Globulin  (Human)   Three  years  (5°  C,  three  years). 

Poliomyelitis  Vaccine  One  year  (5°  C,  one  year) . 

Poliomyelitis  Vaccine  Aluminum  Phosphate  Adsorbed  One  year  (5°  C,  one  year). 

Poliovirus  Vaccine,  Live,  Oral  Trivalent  Frozen:  One  year  provided  labeling  recommends  storage  at 

a  temperature  which  will  maintain  ice  continuously  in  a 
solid  state  ( —10°  C,  one  year) . 
Liquid:  30  days  provided  labeling  recommends  storage  be- 
tween 2°  and  8°  C.    §  73.84  does  not  apply. 

Poliovirus  Vaccine,  Live,  Oral,  Type  I  Frozen:  One  year  provided  labeling  recommends  storage  at 

a  temperature  which  will  maintain  ice  continuously  in  a 
solid  state  ( —10°  C,  one  year) . 
Liquid:  30  days  provided  labeling  recommends  storage  be- 
tween 2°  and  8°  C.    §  73.84  does  not  apply. 

Poliovirus  Vaccine,  Live,  Oral,  Type  II  Frozen:  One  year  provided  labeling  recommends  storage  at 

a  temi)erature  which  will  maintain  ice  continuously  in  a 
solid  state  ( —10°  C,  one  year) . 
Liquid:  30  days  provided  labeling  recommends  storage  be- 
tween 2°  and  8°  C.    §  73.84  does  not  apply. 

Polio'varus  Vaccine,  Live,  Oral,  Type  III  Frozen:  One  year  provided  labeling  recommends  storage  at 

a  temi)erature  which  will  maintain  ice  continuously  in  a 
solid  state  ( —10°  C,  one  year) . 
Liquid:  30  days  provided  labeling  recommends  storage  be- 
tween 2°  and  8°  C.    §  73.84  does  not  apply. 
Polyvalent  bacterial  antigens  with  "No  U.S.  Standard  of    Liquid:  Eighteen  months  (5°  C,  one  year). 

Potency."  Dried:  Five  years  (5°  C,  one  year). 

Polyvalent  bacterial  vaccines  with  "No  U.S.  Standard  of    Liquid:  Eighteen  months  (5°  C,  one  year). 

Potency."  Dried:  Five  years  (5°  C,  one  year). 

Polyvalent  modified  bacterial  antigens  with  "No  U.S.    L/gfiif/;  Eighteen  months  (5°  C,  one  year). 

Standard  of  Potency."  Dried:  Five  years  (5°  C,  one  year). 

Polyvalent  sensitized  bacterial  vaccines  with  "No  U.S.    iigwid;  Eighteen  months  (5°  C,  one  year) . 
Standard  of  Potency."  Dried:  Five  years  (5°  G.,  one  year). 

Profibrinolysin   (Human)  Two  years. 

Pseudomonas  Polysaccharide   Eighteen  months. 

Q  Fever  Vaccine   One  year  (5°  C.,  one  year). 

Rabies  Vaccine  Liquid:  Six  months  (5°  C.,  three  months). 

Dried:  Eighteen  months. 

Radio-Chromated  (Cr")  Serum  Albumin  (Human)  Sixty  days  from  date  chromium  is  added.    §  73.84  does  not 

apply. 

Radio-Iodinated  (I"°)  Serum  Albumin  (Human)   120  days  from  date  iodination  is  completed.    §73.84  does 

not  apply. 

Radio-Iodinated  (I"^)  Serum  Albumin  (Human)   Thirty  days  from  date  iodination  is  completed.    §  73.84  does 

not  apply. 

Reagent  Red  Blood  Cells  (Human)   Twenty-one  days.    §  73.84  does  not  apply. 

Reagent  Blood  Group  Specific  Substances  A  and  B   Two  years. 

Resuspended  Red  Blood  Cells  (Human)   Ten  days.    §  73.84  does  not  apply. 

Rocky  Mountain  Spotted  Fever  Vaccine   Eighteen  months  (5°  Cone  year). 

Russell  Viper  Venom  Five  years. 

Scarlet  Fever  Immune  Serum  (Human)  Liquid:  One  year. 

Dried:  Five  years. 

Scarlet  Fever  Streptococcus  Toxin  for  Dick  Test  One  year  (5°  Cone  year). 

Scarlet  Fever  Streptococcus  Toxin  for  Immunization  One  year  (5°  C,  one  year). 
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Shick  Test  Control  

Single  Donor  Plasma  (Human) 


Smallpox  Vaccine. 


Staphylococcus  Antitoxin  

Staphylococcus  Toxoid  

Staphylococcus  Toxoid  and  Bacterial  Antigen  made  from 

Staphylococcus  (Albus  and  Aureus). 
Staphylococcus  Toxoid  and  Bacterial  Vaccine  made  from 

Staphylococcus  ( Aureus ) . 
Staphylococcus  Toxoid,  Streptococcus  Toxin,  and  Bacterial 
Vaccine  made  from  Staphylococcus  (Aureus),  Strepto- 
coccus   (Hemolyticus),  Pneumococcus  Hemophilus  In- 
fluenzae. 

Streptococcus  Erythrogenic  Toxin  

Streptokinase  

Streptokinase-Streptodornase  

Tetanus  and  Diphtheria  Toxoids  Combined  Alum  Precip- 
itated (For  Adult  Use). 

Tetanus  and  Diphtheria  Toxoids  Combined  Aluminum  Hy- 
droxide Adsorbed  (For  Adult  Use) . 

Tetanus  and  Diphtheria  Toxoids  Combined  Aluminum  Hy- 
droxide Precipitated  (For  Adult  Use). 

Tetanus  and  Diphtheria  Toxoids  Combined  Aluminum 
Phosphate  Adsorbed  (For  Adult  Use). 

Tetanus  and  Gas  Gangarene  Polyvalent  Antitoxin  

Tetanus  Immune  Globulin  (Human)  

Tetanus  Antitoxin  

Tetanus  Toxoid  

Tetanus  Toxoid  Alum  Precipitated  

Tetanus  Toxoid  Aluminum  Hydroxide  Adsorbed  

Tetanus  Toxoid  Aluminum  Hydroxide  Precipitated  

Tetanus  Toxoid  Aluminum  Phosphate  Adsorbed  

Tetanus  Toxoid  and  Pertussis  Vaccine  Combined  

Thrombin   

Trichinella  Extract  

Tuberculin,  Old  

Tuberculin,  Patch  Test  

Tuberculin,  Purified  Protein  Derivative  


Tuberculin,  Tine  Test  

Typhoid  and  Paratyphoid  Vaccine. 

Typhoid  Vaccine  

Typhus  Vaccine  


One  year  (5°  C,  one  year) . 

(a)  Five  years,  provided  labeling  recommends  storage  at 
not  above  —18°  C.    §  73.84  does  not  apply. 

( b )  If  used  in  coagulation  defects,  one  year,  provided  label- 
ing recommends  storage  at  not  above— 18°  C.  §  73.84  does 
not  apply. 

Liquid:  Three  months  provided  labeling  recommends  stor- 
age at  not  above  0°  C.  (—10°  C,  nine  months,  if  product 
is  maintained  as  glycerinated  or  equivalent  vaccine  in  bulk 
or  final  containers) . 

Dried:  Eighteen  months  (5°  C,  six  months). 

Five  years  with  a  20  jjercent  excess  of  potency. 

Two  years  (5°  C,  one  year). 

Eighteen  months  (5°  C,  one  year). 

Eighteen  months  (5°  C,  one  year). 
One  year  (5°  Cone  year). 


One  year  (5°  C,  one  year). 
Eighteen  months. 

Dried:  Eighteen  months  (5°  C,  one  year). 

Tablets:  One  year  provided  labeling  recommends  storage  at 

not  above  30°  C.  (not  above  30°  C,  three  months). 
Two  years  (5°  Cone  year). 

Two  years  (5°  C,  one  year). 

Two  years  ( 5°  C,  one  year) . 

Two  years  (5°  C,  one  year) . 

Five  years  with  a  20  percent  excess  of  jwtency. 
Three  years  with  a  10  percent  excess  of  potency  (5°  C,  one 
year). 

Liquid:  Five  years  with  a  20  percent  excess  of  ix)tency. 

Dried:  Five  years  with  a  10  percent  excess  of  iwtency. 

Two  years  (5°  C,  one  year). 

Two  years  (5°  C,  one  year) . 

Two  years  (5°  Cone  year). 

Two  years  (5°  C,  one  year) . 

Two  years  (5°  C,  one  year). 

Eighteen  months  (5°  C,  one  year). 

Three  years. 

Eighteen  months  (5°  C,  one  year) . 

Concentrated:  Containing  50  percent  glycerin,  five  years. 
Diluted:  One  year. 

Two  years,  providing  labeling  recommends  storage  at  not 

above 30°  C.  (not  above 30°  C,  one  year). 
Concentrated:  Two  years  if  contains  50  percent  glycerin  (5° 

C  one  year). 
Dried:  Five  years. 

Two  years,  provided  labeling  recommends  storage  at  not 

above  30°  C.  (30°  C,  one  year). 
Eighteen  months  (5°  C  one  year). 
Eighteen  months  (5°  C,  one  year). 
Eighteen  months  (5°  C,  one  year) . 
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Typhus  Vaccine  (Epidemic)  

Vibrion  Sepltique  Antitoxin  

Yellow  Fever  Vaccine  

Additional  Standards:  Trivalent  Organic 
Arsenicals 

§  73.90   Tests  prior  to  release. 

Tests  required  to  be  made,  prior  to  the  release 
of  each  lot  of  a  licensed  product,  shall  be  supple- 
mented in  the  case  of  the  trivalent  organic  arsen- 
icals by  tests  for: 

(a)  Stability, 

(b)  Solubility, 

(c)  Arsenic  content, 

(d)  Moisture, 

(e)  Pelative  non -toxicity. 

§73.91   Pre-testing  by  Institutes;  sample  of 
each  lot. 

Prior  to  the  release  of  any  lot  of  the  product, 
the  manufacturer  shall  forward  to  the  Director, 
Division  of  Biologies  Standards,  no  less  than  15 
ampoules  of  the  largest  single-dose  size  in  such  lot, 
together  with  protocols  showing  the  results  of 
each  test  required  prior  to  release. 

§  73.92   Expiration  date. 

Notification  from  the  Director,  Division  of 
Biologies  Standards,  that  lot  samples  forwarded 
in  accordance  with  §  73.91  have  satisfactorily 
passed  prescribed  tests  shall  indicate  a  date 
which  may  be  taken  as  the  date  of  manufacture 
for  the  purpose  of  fixing  the  expiration  date. 
The  date  of  issue  shall  be  the  same  as  the  date  of 
manufacture. 

§  7393    Composition  of  product. 

Solutions  or  solutions  of  mixtures  in  the  concen- 
trations recommended  for  clinical  administration 
shall  be  of  such  hydrogen  ion  value  and  tonicity 
as  to  be  physiologically  compatible  with  human 
blood. 

§  73.94 1  Container. 

The  product  shall  be  hermetically  sealed  under 
vacuum  or  under  a  dry  non-oxidizing  gas  in  glass 

1  Sec.  73.94  amended  June  28,  1961,  FR  5755,  to  become  effec- 
tive .Tuly  28,  1961. 


Eighteen  months  (5°  C,  one  year ) . 
Five  years  with  a  20  percent  excess  of  potency. 
One  year  provided  labeling  recommends  storage  at  not  above 
5°C.  (-20°  Cone  year). 

ampoules.  The  contents  of  any  final  container 
shall  not  exceed  10  maximum  human  doses. 

§  73.95   Final  container  label. 

In  addition  to  the  labeling  requirements  stated 
in  §  73.50  the  final  container  label  of  the  trivalent 
organic  arsenicals  shall  bear  the  statements  re- 
quired in  §  73.96  (b)  and  (c)  and  an  additional 
statement  giving  the  amount  of  the  drug  contained 
in  the  ampoule. 

§73.96   Outside  label. 

The  outside  label,  in  addition  to  the  complete 
proper  name  and  all  other  items  required  for  prod- 
ucts generally  shall  show  conspicuously:  (a)  If 
the  product  is  dispensed  as  a  mixture  or  solution, 
the  name  of  all  admixed  substances, 

(b)  If  the  ampoule  is  a  multiple  dose  container, 
the  fact  that  it  is  a  multiple  dose  container, 

(c)  Specific  method  of  preparation,  if  any,  re- 
quired prior  to  administration,  as,  for  example, 
alkalinization. 

Additional  Standards:  Poliomyelitis  Vaccine 
§73.100   The  product. 

(a)  Proper  name  and  definition.  For  the  pur- 
pose of  section  351  (a)  (2)  of  the  Act  and  §  73.1  (1) , 
the  proper  name  of  this  product  shall  be  "Polio- 
myelitis Vaccine",  which  shall  consist  of  an  aque- 
ous preparation  of  poliomyelitis  viruses  types  1, 
2,  and  3,  grown  in  monkey  kidney  tissue  cultures, 
inactivated  by  a  suitable  method. 

(b)  Strains  of  virm.  Strains  of  poliomyelitis 
virus  used  in  the  production  of  vaccine  shall  be 
identified  by  historical  records,  infectivity  tests 
and  immunological  methods.  Any  strain  of  virus 
may  be  used  that  produces  a  vaccine  meeting  the 
safety  and  potency  requirements  of  §§  73.101, 
73.102,  and  73.103,  but  the  Surgeon  General  may 
from  time  to  time  prohibit  the  use  of  any  specific 
strain  whenever  he  finds  that  it  is  practicable  to 
use  another  strain  of  the  same  type  that  is  poten- 
tially less  pathogenic  to  man  and  that  will  produce 
a  vaccine  of  equivalent  safety  and  potency. 
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(c)  Monkeys.  Only  cynomolgus  or  rhesus  mon- 
keys, or  other  species  of  equal  suitability,  in  overt 
good  health  that  have  reacted  negatively  to  tuber- 
culin within  two  weeks  prior  t-o  use,  shall  be  used 
as  the  source  of  kidney  tissue  for  the  production 
of  virus.  Each  animal  shall  be  examined  at  ne- 
cropsy under  the  supervision  of  a  qualified  pathol- 
ogist for  gross  signs  of  disease  and,  if  there  is 
any  gross  pathological  lesion  of  significance  to 
their  use  in  the  preparation  of  the  vaccine,  the 
kidneys  shall  be  discarded.  Kadney  tissue  from 
monkeys  that  have  been  used  previously  for  ex- 
perimental purposes  shall  not  be  used,  except  that 
monkeys  in  overt  good  health,  used  for  the  safety 
or  potency  tests  with  negative  clinical  findings 
(§§73.102  and  73.103)  that  have  reacted  nega- 
tively to  tuberculin  prior  to  such  test,  may  be  used 
within  two  weeks  of  the  end  of  the  test  period. 

§  73.101   Production  of  poliomyelitis  vaccine. 

(a)  Cultivation  of  virus.  Virus  for  preparing 
vaccine  shall  be  grown  with  aseptic  techniques  in 
monkey  kidney  cell  tissue  cultures.  Suitable  anti- 
biotics in  the  minimum  concentration  required  may 
be  used.  If  penicillin  is  used,  not  more  than  200 
units  per  milliliter  may  be  added. 

(b)  Filtration.  Within  72  hours  preceding  the 
beginning  of  inactivation,  the  virus  suspensions 
shall  be  filtered  or  clarified  by  a  method  having  an 
efl3.ciency  equivalent  to  that  of  filtration  through 
an  Si  Seitz  type  filter  pad. 

(c)  Virus  titer.  The  50  percent  end-point 
(TCID50)  of  the  virus  fluids  after  filtration  shall 
be  10"^  or  greater  as  confirmed  by  comparison  in 
a  simltaneous  test  (using  groups  of  10  tubes  at  1 
log  steps  or  groups  of  5  tables  at  0.5  log  steps)  with 
a  reference  virus  distributed  by  the  National  In- 
stitutes of  Health.  Acceptable  titrations  of  the 
reference  virus  shall  not  vary  more  than  ±:  10-fold 
from  its  labeled  titer  using  0.5  milliliter  inoculum 
in  tissue  culture. 

(d)  ^  Inactivation  of  virus.  The  virus  shall  be 
inactivated,  as  evidenced  by  the  tests  prescribed 
in  §  73.102,  through  the  use  of  an  agent  or  method 
which  has  been  demonstrated  to  the  satisfaction 
of  the  Surgeon  General  to  be  consistently  effective 
in  the  hands  of  the  manufacturer  in  inactivating 

iSec.  73.101  (d)  amended  August  4,  1960,  25  FR  7317. 


a  series  of  lots  of  poliomyelitis  virus.  If  formal- 
dehyde is  used  for  inactivation,  it  shall  be  added 
to  the  virus  suspension  to  a  final  concentration  of 
U.S. P.  solution  of  formaldehyde  of  1 : 4000,  and 
the  inactivation  conducted  under  controlled  con- 
ditions of  pH  and  time,  at  a  temperature  of  36°  to 
38°  C.  Three  or  more  virus  titers,  suitably  spaced 
to  indicate  rate  of  inactivation,  shall  be  determined 
during  the  inactivation  process.  Filtration  equiv- 
alent to  that  described  in  paragraph  (b)  of  this 
section  shall  be  performed  after  the  estimated  base- 
line time  (time  at  which  the  50  percent  end-point 
reaches  one  tissue  culture  infective  dose  per  milli- 
liter), but  prior  to  sampling  for  the  first  single 
strain  tissue  culture  test  required  in  §  73.102(b), 
except  that  this  filtration  may  be  omitted  for 
strains  of  a  virulence  for  monkeys  equal  to  or 
less  than  that  of  the  MEF-1  Type  2  strain  of 
poliovirus. 

(e)  Additional  processing.  Single  strain  or 
trivalent  pools  that  have  failed  to  pass  safety 
tests  prescribed  in  §73.102  (b),  (c),  or  (e)  may 
be  treated  as  follows : 

(1)  Filtration  or  clarification  by  a  method  hav- 
ing an  efficiency  equivalent  to  that  of  filtration 
through  an  Si  Seitz  type  filter  pad. 

(2)  Negative  tests  performed  as  described  in 
§  73.102  (b)  and  (c)  must  be  obtained  on  each  of 
two  successive  samples  taken  so  as  to  be  separated 
by  an  interval  of  at  least  three  days  while  the  ma- 
terial is  being  subjected  to  treatment  with  1 : 4000 
U.S.P.  formaldehyde  solution  and  heat  at  36°  to 
38°  C.  The  first  sample  may  be  taken  before  incu- 
bation is  begun  and  the  second  sample  is  to  be  taken 
after  the  incubation  of  at  least  3  days  is  completed. 
In  the  case  of  single  strain  pools,  the  volume  tested 
for  each  tissue  culture  safety  test  shall  be  at  least 
500  milliliters  and  in  the  case  of  trivalent  pools, 
at  least  1,500  milliliters. 

(3)  Pools  which  are  positive  followuig  such 
additional  processing  shall  not  be  used  for  the 
manufacture  of  poliomyelitis  vaccine. 

(f)  Supplemental  inactivation.  Supplemental 
inactivation  employing  a  method  capable  of  re- 
ducing the  titer  of  a  similarly  produced  virus 
suspension  by  a  faxjtor  of  10"®  may  be  applied  at 
any  point  after  the  filtration  step  described  in 
paragraph  (d)  or  (e)  (1)  of  this  section. 
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§  73.102   Tests  for  safety. 

In  the  manufacture  of  the  product,  the  follow- 
ing tests  relating  to  safety  shall  he  conducted  by 
the  manufacturer. 

(a)  ^  The  virus  pool — tests  prior  to  inactiva- 
tion — (1)  B  virus  and  Mycohacterium  tubercu- 
losis. Prior  to  inactivation,  each  individual  virus 
harvest  or  virus  pool  shall  be  tested  for  the  pres- 
ence of  B  virus  and  Mycobacterium  tuberculosis. 

(2)  SVj,o.  Prior  to  inactivation,  the  material 
shall  be  tested  for  the  presence  of  SV40  as  follows 
(or  by  any  other  test  producing  equally  reliable 
results)  :  A  sample  of  at  least  five  ml.  from  the 
virus  harvest  or  virus  pool  or  pool  of  tissue  culture 
fluids  from  corresponding  control  vessels  shall  be 
neutralized  by  high  titer  antiserimi  of  an  origin 
other  than  human,  chicken,  or  simian.  The  sam- 
ple shall  be  tested  in  the  same  tissue  culture  sys- 
tem used  for  propagating  the  virus  vaccine,  and 
in  primary  cercopithecus  tissue  cultures  or  in  a  cell 
line  demonstrated  as  equally  susceptible  to  SV4o- 
Each  tissue  culture  system  shall  be  observed  for 
at  least  14  days  and  at  the  end  of  the  observation 
period  at  least  one  subculture  of  fluid  shall  be 
made  in  the  same  tissue  culture  system  and  ob- 
served for  an  additional  14  days. 

(3)  Test  results.  The  virus  harvest  or  virus 
pool  is  satisfactory  for  poliomyelitis  vaccine  only 
if  the  tests  produce  no  evidence  of  the  presence  of 
B  virus,  Mycobaterium  tuberculosis  or  SV4o- 

(b)  Single  strain  pool  tissue,  culture  tests  for 
poliomyelitis  virus.  (1)  During  inactivation,  be- 
fore pooling  to  make  the  final  poliomyelitis  vac- 
cine, each  monovalent  bulk  strain  pool  shall  be 
tested  for  the  presence  of  virus  by  tissue  culture 
methods.  Two  samples  separated  by  an  interval 
of  at  least  three  'days  during  inactivation  at  36° 
to  38  °C.  shall  be  tested. 

(2)^  No  less  than  500  milliliters  of  each  sample 
shall  be  subjected  to  the  complete  testing  pro- 
cedure and  each  test  shall  be  performed  on  a  dif- 
ferent monkey  kidney  tissue  culture  cell  prepara- 
tion. Each  sample  shall  be  inoculated  into  five 
or  more  tissue  culture  bottles  of  a  suitable  capacity, 
the  ratio  of  the  vaccine  to  the  nutrient  fluid  being 
approximately  1:1  to  1 : 3,  and  the  area  of  the 

1  Sec.  73.102(a)  amended  and  effective  March  5,  1963,  28  FR 
2110. 

2  Sec.  73.102(b)(2).  amended  June  28,  1961,  26  FR  5755, 
effective  .Tuly  28,  1961. 


surface  growth  of  cells  being  at  least  3  square 
centimeters  per  milliliter  of  vaccine.  The  tissue 
culture  bottles  shall  be  observed  at  least  14  days. 

(3)  A  first  subculture  shall  be  made  at  the  end 
of  seven  days  from  date  of  inoculation  by 
planting  at  least  2  percent  of  the  volume  from  each 
original  bottle  into  suitable  tissue  culture  con- 
tainers, followed  by  ref eeding. 

(4)  A  second  subculture  shall  be  made  from 
each  original  bottle  in  the  same  manner  at  the 
end  of  14  days  from  date  of  inoculation. 

(5)  The -first  and  second  subcultures  shall  be 
each  observed  for  a  least  seven  days. 

( 6 )  If  cy topathogenic  effects  occur  either  in  the 
original  bottles  of  the  two  tests  or  in  the  subcul- 
tures from  them,  or  if  cellular  degeneration  ap- 
pears in  the  original  bottles  or  in  the  subculture 
before  degeneration  occurs  in  uninoculated  cul- 
tures, the  pool  shall  be  held  until  the  matter  is  re- 
solved. If  active  poliomyelitis  virus  is  indicated, 
the  strain  pool  shall  not  be  used  for  inclusion  in  a 
final  vaccine  unless  effectively  reprocessed  as  de- 
scribed in  §  73.101  (e) .  If  other  viruses  are  pres- 
ent, the  pool  shall  not  be  used  imless  it  can  be  dem- 
onstrated that  such  viruses  have  originated  from 
other  than  the  strain  pool  being  tested. 

(c)  Trivalent  vaccine  pool  tissu£.  culture  test. 
No  less  than  1,500  milliliters  of  the  trivalent  vac- 
cine pool,  without  final  preservative,  prepared  by 
pooling  the  three  type  pools,  each  of  which  has 
passed  all  tests  described  in  paragraph  (b)  of 
this  section,  shall  be  subjected  to  the  complete 
tissue  culture  test  prescribed  in  such  paragraph 
in  at  least  two  approximately  equal  tests  in  sep- 
arate monkey  kidney  tissue  culture  preparations. 

(d)  Trivalent  vaccine  pool  lymphocytic  chori- 
omeningitis test.  The  final  vaccine  shall  be  shown 
to  be  free  lymphocytic  choriomeningitis  virus  by 
intracerebral  inoculation  into  10  or  more  mice 
which  shall  be  observed  daily  for  at  least  21  days 
and  a  negative  test  shall  not  be  valid  unless  at 
least  8  mice  survive  for  this  period. 

(e)  Final  vaccine  test  for  active  virus  in  inon- 
keys.  (1)  Vaccine  from  a  sufficient  number  of 
final  containers  selected  at  random  from  each  fill- 
ing of  each  lot  shall  be  pooled  to  provide  a  test 
sample  of  at  least  100  milliliters  representing  the 
filling. 

(2)  Where  the  number  of  fillings  in  a  lot  is  four 
or  more,  a  test  sample  from  each  filling  shall  be 
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inoculated  into  a  group  of  five  or  more  monkeys. 
Where  the  number  of  fillings  in  a  lot  is  less  than 
four,  test  samples  from  the  several  fillings  shall 
be  inoculated  into  a  total  of  not  less  than  twenty 
monkeys.  A  preinjection  serum  sample  must  con- 
tain no  neutralizing  antibody  against  the  three 
poliomyelitis  virus  types  in  a  dilution  of  1 :4  when 
tested  against  not  more  than  1,000  TCID50  doses 
of  virus.  At  least  80  percent  of  the  test  animals 
representing  each  filling  must  survive  the  test 
period  without  significant  weight  loss,  except  that 
if  at  least  60  percent  of  the  test  animals  survive 
the  first  48  hours  after  injection,  those  animals 
which  do  not  survive  this  48  hour  period  may  be 
replaced  by  an  equal  number  of  test  animals.  If 
less  than  60  percent  of  the  test  animals  survive  the 
first  48  hours,  or  if  less  than  80  percent  of  the 
animals  representing  each  filling  survive  the  test 
period  without  significant  weight  loss,  the  test 
must  be  repeated. 

(3)  Vaccine  is  injected  by  combined  intracere- 
bral, intraspinal,  and  intramuscular  routes  into 
rhesus  or  cynomolgus  monkeys  in  overt  good 
health,  imder  deep  barbiturate  anesthesia.  The  in- 
tracerebral injection  consists  of  0.5  milliliter  into 
the  thalamic  region  of  each  hemisphere.  The  in- 
traspinal injection  consists  of  0.5  milliliter  into 
the  lumbar  spinal  cord  enlargement.  The  intra- 
muscular injection  consists  of  1.0  milliliter  into  the 
right  leg  muscles.  At  the  same  time,  an  injection 
of  200  milligrams  of  cortisone  acetate  is  given  into 
the  left  leg  muscles,  and  1.0  milliliter  of  procaine 
penicillin  (300,000  units)  into  the  rig'ht  arm 
muscles.  The  monkeys  are  observed  for  17  to  19 
days  and  symptoms  suggestive  of  poliomyelitis 
are  recorded. 

(4)  At  the  end  of  the  observation  period, 
samples  of  nervous  tissue  are  taken  for  virus  re- 
covery and  identification.  Histological  sections 
are  prepared  from  both  spinal  cord  enlargements 
and  examined. 

(5)  Doubtful  histopathological  findings  neces- 
sitate (i)  examination  of  a  sample  of  sections  from 
several  regions  of  the  brain  in  question,  and  (ii) 
attempts  at  virus  recovery  from  the  nervous  tis- 
sues previously  removed  from  the  animal.  The 
test  is  considered  negative  if  the  histological  and 
other  studies  leave  no  doubt  that  poliomyelitis 
infection  did  not  occur. 


§  73.103   Potency  test. 

Each  lot  of  vaccine  shall  be  subject  to  a  potency 
test  which  permits  an  estimation  of  the  antigenic 
capacity  of  the  vaccine.  This  is  done  by  means  of 
a  simultaneous  comparison  of  the  antibody  levels 
produced  in  monkeys  by  the  vaccine  under  test 
with  the  antibody  levels  of  reference  semms  dis- 
tributed by  the  National  Institutes  of  Health. 
The  potency  test  shall  'be  performed  on  samples 
taken  after  final  processing  of  the  trivalent  pool 
including  addition  of  preservative,  and  shall  be 
conducted  as  follows : 

(a)  Inoculation  of  nfionkeys.  A  group  of  12  or 
more  rhesus  or  cynomolgus  monkeys  shall  be  used. 
Anirflals  shall  weigh  between  4  and  8  poimds  and 
shall  be  in  overt  good  health.  Animals  that  be 
come  ill  and  then  remain  ill  during  the  course  of 
immunization  shall  be  excluded  from  the  group. 
The  test  shall  not  be  valid  unless  at  least  8  sur- 
vive the  test  period.  The  test  vaccine  shall  be 
given  intramuscularly  to  each  monkey  in  3  doses 
of  1.0  milliliter  each  at  seven  day  intervals.  Only 
undiluted  vaccine  shall  be  used. 

(b)  Serum  samples.  A  blood  sample  shall  be 
taken  from  each  monkey  prior  to  vaccination  and 
then  again  7  days  after  the  last  injection.  Serum 
shall  be  separated  aseptically,  and  stored  under 
refrigeration. 

(c)  Serum-virus  neutralization  test.  The  titers 
of  individual  monkey  serums  shall  be  determined 
in  comparison  with  NIH  reference  serums  in 
tests  designed  to  include  controls  for  all  the  vari- 
ables of  significance  including  the  following: 

(1)  Serum  toxicity  control ; 

(2)  Cell  control  and  cell  titration ; 

(3)  Virus  titration  control  (at  least  4  tubes/di- 
lution at     logs  steps) ;  and 

(4)  Serum  controls  using  type-specific  serums 
to  identify  the  type  of  virus  used  in.  the  neutraliza- 
tion test. 

(d)  Interpretation  of  the  test.  Animals  show- 
ing preinoculation  titers  of  14  or  over  when  tested 
against  not  more  than  1,000  TCID50  of  virus,  shall 
be  excluded  from  the  test.  The  geometric  mean 
titer  of  antibody  induced  in  the  monkeys  surviving 
the  course  of  immunization  and  bleeding,  shall  be 
calculated.  A  comparison  of  the  value  so  obtained 
shall  be  made  with  the  values  for  the  reference 
serums  that  were  tested  simultaneously  and  ex- 
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pressed  as  ratios  between  the  mean  titer  values  of 
the  serums  under  test  and  the  mean  titer  value  of 
the  reference  serums. 

(e)  Potency  requirements.  A  lot  of  vaccine 
tested  against  National  Institutes  of  Health  ref- 
erence serums  IIA,  IIA14,  and  IIA  i/ig  shall  be 
satisfactory  if  the  geometric  mean  value  of  the 
group  of  individual  monkey  serums  representing 
the  lot  of  vaccine  tested  is  at  least  0.86  times  the 
geometric  mean  value  of  the  three  reference  serums 
for  type  1,  at  least  0.75  times  for  type  2,  and  at 
least  0.48  times  for  type  3.  In  applying  the  fore- 
going requirements,  a  variation  of  66%  percent  is 
acceptable. 

§  73.104   General  requirements. 

(a)  ^  Final  container  tests.  Tests  shall  be  made 
on  final  containers  for  safety,  sterility  and  identity 
in  accordance  with  §§  73.72,  73.73  and  73.75  re- 
spectively. In  addition,  no  lot  of  final  vaccine 
shall  be  released  unless  it  is  one  of  a  series  of  five 
consecutive  lots  produced  by  the  same  manufactur- 
ing process,  all  of  which  have  shown  negative 
results  with  respect  to  all  tests  for  the  presence  of 
live  poliovirus,  and  unless  each  of  the  monovalent 
pools  of  which  a  polyvalent  final  vaccine  is  com- 
posed similarly  is  one  of  a  series  of  five  consecutive 
monovalent  pools  of  the  same  type  of  inactivated 
poliovirus,  all  of  which  have  shown  negative  re- 
sults in  all  tests  for  the  presence  of  live  polio- 
virus. 

(b)  Extraneous  'protein.  Extraneous  protein, 
capable  of  producing  allergenic  effects  on  injection 
into  human  subjects,  shall  not  be  added  to  the 
final  virus  production  medium.  If  animal  serum 
is  used  at  any  stage,  its  calculated  concentration 
in  the  final  medium  shall  not  exceed  1 : 1,000,000. 

(c)  Bose.  These  additional  standards  are 
based  on  a  human  dose  of  1.0  milliliter  for  a  single 
injection  and  a  total  human  immunizing  dose  of 
three  injections  of  1.0  milliliter  given  at  appropri- 
ate intervals. 

(d)  Labeling.  In  addition  to  compliance  with 
the  requirements  of  §§  73.50  to  73.55,  inclusive,  the 
label  or  the  package  enclosure  shall  include  an 
appropriate  statement  indicating  the  type  and 
amounts  of  antibiotics  added,  if  any.  The  pre- 
servative used  shall  be  stated  on  the  label,  as  well 

iSecs.  73.104  (a)  and  (e),  and  73.105  amended  June  28,  1961, 
26  FR  5755,  to  become  effective  July  28,  1961. 


as  allergenic  substances  added,  if  any,  and  the 
source,  composition  and  method  of  inactivation  of 
the  viruses. 

(e)  i^  [Deleted.] 

(f)  Requirements  for  samples  and  reports. 
For  each  lot  of  vaccine,  the  following  material 
shall  be  submitted  to  the  Director,  Division  of 
Biologies  Standards,  National  Institutes  of 
Health,  Bethesda,  Maryland  20014: 

(1)  A  2,500  milliliter  sample,  neutralized,  not 
dialyzed,  and  without  final  preservative,  taken  at 
the  latest  possible  stage  of  manufacturing  before 
the  addition  of  such  preservative. 

(2)  A  200  milliliter  bulk  sample  of  the  final 
vaccine  containing  final  preservative. 

(3)  A  total  of  not  less  than  a  200  milliliter 
sample  of  the  final  vaccine  in  final  labeled 
containers. 

(4)  Protocols  showing  the  history  of  the  lot  and 
the  results  of  the  tests  prescribed  in  these  addi- 
tional standards. 

§  73.105  ^   Equivalent  methods. 

Modification  of  any  particular  manufacturing 
method  or  procedure  or  the  conditions  under  which 
it  is  conducted  as  set  forth  in  the  additional  stand- 
ards relating  to  poliomyeletis  vaccine  (§§  73.100  to 
73.104,  inclusive)  shall  be  permitted  whenever  the 
manufacturer  presents  evidence  to  demonstrate 
that  such  modification  will  provide  equal  or 
greater  assurances  of  the  safety,  purity  and  po- 
tency of  the  vaccine  as  the  assurances  provided  by 
such  standards,  and  the  Surgeon  General  so  finds 
and  makes  such  finding  a  matter  of  official  record. 

(Sec.  215,  58  Stat.  690,  as  amended;  42  U.S.C.  216.  In- 
terprets or  applies  sec.  351,  58  Stat.  702;  42  U.S.C.  262) 

Additional  Standards  :  Poliovirus  Vaccine, 
Live,  Oral 

§  73.110  3   The  product. 

(a)  Proper  naTne  and  definition.  For  the  pur- 
pose of  section  351  (a)  (2)  of  the  Act  and  §  73.1  (1) , 
the  proper  name  of  this  product  shall  be  "Polio- 
virus Vaccine,  Live,  Oral",  followed  by  a  designa- 
tion of  the  form  in  which  the  vaccine  is  distributed 
by  the  manufacturer.    The  vaccine  shall  be  a 

2  Sec.  73.104(e)  deleted  effective  October  26,  1966  (31  PR  11388 
dated  August  27,  1966) 

3  Sees.  73.110  through  73.115  amended  March  2,5,  1961,  to  be- 
come effective  April  24,  1961,  25  FR  2565. 


(30) 


HEW-PHS-SG 


PHS  REGULATIONS 


SEC.  73.112 


preparation  of  one  or  more  live,  attenuated  polio- 
viruses  grown  ia  monkey  kidney  cell  cultures,  pre- 
pared in  a  form  suitable  for  oral  administration. 

(b)  Criteria  for  acceptahle  strains  and  accept- 
able seed  virus.  (1)  Strains  of  attenuated  polio- 
virus  Types  1,  2,  and  3  used  in  the  manufacture  of 
the  vaccine  shall  be  identified  by:  (i)  Historical 
records  including  origin  and  techniques  of  atten- 
uation, (ii)  antigenic  properties,  (iii)  neuro viru- 
lence for  monkeys,  (iv)  pathogenicity  for  other 
animals  and  tissue  cultures  of  various  cell  types, 
and  (v)  established  virus  markers  including  ret/ 
40,d,MS. 

(2)  Poliovirus  strains  shall  not  be  used  in  the 
manufacture  of  Poliovirus  Vaccine,  Live,  Oral, 
unless,  (i)  data  are  submitted  to  the  Surgeon  Gen- 
eral which  establish  that  each  such  strain  is  free 
of  harmful  effect  upon  administration  in  the  rec- 
ommended dosage  to  at  least  100,000  people  sus- 
ceptible to  poliomyelitis,  under  circumstances 
where  adequate  epidemiological  surveillance  of 
neurological  illness  has  been  maintained,  and,  (ii) 
each  such  strain  produces  a  vaccine  meeting  the 
safety  and  potency  requirements  of  §§  73.114(b), 
73.115,  and  73.117.  Susceptibility  shall  be  demon- 
strated by  blood  tests,  stool  examinations  and  other 
appropriate  methods. 

(3)  Each  seed  virus  used  in  manufacture  shall 
be  demonstrated  to  be  free  of  extraneous  microbial 
agents. 

(4)  No  seed  virus  shall  be  used  for  the  manu- 
facture of  poliovirus  vaccine  unless  its  neuroviru- 
lence  in  Macaca  monkeys  is  no  greater  than  that 
of  the  NIH  Reference  Attenuated  Poliovirus. 
The  neurovirulence  of  the  seed  virus  shall  be  dem- 
onstrated by  the  following  tests  to  be  performed 
by  the  manufacturer:  (i)  The  test  prescribed  in 
§  73.114(b)  (1)  using  seed  virus  as  test  material  in 
place  of  monovalent  virus  pool  material  and  (ii) 
the  following  comparative  intramuscular  neuro- 
virulence test :  Each  of  at  least  ten  monkeys  shall 
be  injected  with  a  total  of  5.0  ml.  of  the  seed 
virus  under  test  in  one  or  more  proximate  loca- 
tions of  either  a  gluteus  or  gastrocnemius  mus- 
cle. Similar  injections  shall  be  made  in  another 
group  of  ten  monkeys  using  the  NIH  Reference 
Attenuated  Poliovirus.  Each  monkey  shall  be 
injected  intramuscularly  with  no  less  than  lO''-^ 
TCID50  of  viral  inoculum.  All  monkeys  shall  be 
observed  for  17  to  21  days  and  a  comparative  eval- 


uation shall  be  made  of  the  evidence  of  neuro- 
virulence of  the  virus  under  test  and  the  NIH  Ref- 
erence Attenuated  Poliovirus,  as  prescribed  in 
§  73.114(b)  (1)  (iii). 

(5)  Subsequent  and  identical  neurovirulence 
tests  shall  be  performed  in  monkeys  whenever 
there  is  evidence  of  a  change  in  the  neurovirulence 
of  the  production  virus  and  upon  introduction  of 
a  new  production  seed  lot  and  as  often  as  neces- 
sary otherwise  to  establish  to  the  satisfaction  of 
the  Surgeon  General  that  the  seed  virus  strains 
for  vaccine  manufacture  have  maintained  their 
neurovirulence  properties  as  set  forth  in  §  73.114 
.(b)(1). 

(6)  The  Surgeon  General  may,  from  time  to 
time,  prohibit  the  use  of  a  specified  strain  when- 
ever he  finds  it  practicable  to  use  another  strain 
of  the  same  type  which  is  potentially  less  patho- 
genic for  man,  and  that  it  will  produce  a  vaccine 
of  equivalent  safety  and  potency. 

§  73.111   NIH  reference  strains. 

The  following  NIH  reference  viruses  shall  be 
obtained  from  the  Division  of  Biologies  Standards. 

NIH  Reference  Poliovirus,  Live  Attenuated,  Type  1,  as 
a  control  for  correlation  of  virus  titers  in  tissue  cultures. 

NIH  Reference  Poliovirus,  Live  Attenuated,  Type  2, 
as  a  control  for  correlation  of  virus  titers  in  tissue 
cultures. 

NIH  Reference  Poliovirus,  Live  Attentuated,  Type  3, 
as  a  control  for  correlation  of  virus  titers  in  tissue 
cultures. 

NIH  Reference  Attenuated  Poliovirus,  Tyi)e  1,  as  a  con- 
trol for  correlation  of  monkey  neurovirulence  tests. 

§73.112   Animal  conditioning,  personnel,  and 
facilities. 

(a)  Monkey  conditioning.,  housing  and  han- 
dling. (1)  Only  Macaca  monkeys,  or  a  species 
found  by  the  Director,  Division  of  Biologies 
Standards,  to  be  equally  suitable,  in  overt  good 
health,  that  have  reacted  negatively  to  tuberculin 
at  the  start  of  the  prescribed  quarantine  period, 
shall  be  used  as  the  source  of  kidney  tissue  for  the 
manufacture  of  poliovirus  vaccine. 

(2)  Monkeys  that  have  been  used  previously  for 
experimental  purposes  shall  not  be  used  as  a  source 
of  kidney  tissue  in  the  manufacture  of  vaccine. 

(3)  Monkeys  to  be  used  as  a  source  of  kidney 
tissue  in  vaccine  manufacture  shall  be  maintained 
in  quarantine  for  at  least  six  weeks  prior  to  use 
in  cages  closed  on  all  sides  with  solid  materials  ex- 
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cept  the  front,  which  shall  be  screened.  Not  more 
than  two  monkeys  shall  be  housed  in  one  cage,  and 
cage  mates  shall  not  be  interchanged. 

(4)  Excluding  deaths  from  accidents  or  causes 
not  due  to  infectious  diseases,  if  the  death  rate  of 
any  group  of  monkeys  being  conditioned  in  ac- 
cordance with  subparagraph  (3)  of  this  paragraph 
exceeds  five  percent  per  month,  the  remaining 
monkeys  may  be  used  for  poliovirus  vaccine  only 
if  they  survive  a  new  quarantine  period. 

(5)  Each  animal  at  necropsy  shall  be  examined 
under  the  direction  of  a  qualified  pathologist, 
physician,  or  veterinarian  having  experience  with 
diseases  of  monkeys,  for  the  presence  of  signs  or 
symptoms  of  ill  health,  particularly  for  (i)  evi- 
dence of  tuberculosis,  (ii)  presence  of  herpes-like 
lesions,  including  eruptions  or  plaques  on  or 
around  the  lips,  in  the  buccal  cavity  or  on  the  gums 
and  (iii)  signs  of  conjunctivitis.  If  there  are  any 
such  signs  or  other  significant  gross  pathological 
lesions,  the  kidneys  shall  not  be  used  in  the  manu- 
facture of  vaccine. 

(b)  Personnel.  All  possible  steps  shall  be 
taken  to  insure  that  personnel  involved  in  process- 
ing the  vaccine  are  immune  to  poliovirus  in  order 
to  minimize  the  possibility  that  they  may  become 
excretors  of  poliovirus. 

(c)  Facilities.  The  space  set  aside  for  work 
with  the  live  poliovirus  vaccine  shall  not  be  used 
for  any  other  purpose  during  the  vaccine  process- 
ing period.  All  areas  used  for  live  poliovirus  vac- 
cine processing  shall  be  decontaminated  prior  to 
the  initiation  of  such  processing.  Test  procedures 
which  potentially  involve  the  presence  of  micro- 
organisms including  viruses  other  than  the  vac- 
cine strains,  or  the  use  of  tissue  culture  cell  lines 
other  than  primary  cultures,  shall  not  be  conducted 
in  live  poliovirus  vaccine  manufacturing  areas. 

§  73. 113   Manufacture  of  poliovirus  vaccine, 
live,  oral. 

(a)  Primairy  cell  cultures.  Only  primary  mon- 
key kidney  tissue  cultures  may  be  used  in  the 
manufacture  of  poliovirus  vaccine.  Continuous 
line  cells  shall  not  be  introduced  or  propagated 
in  vaccine  manufacturing  areas. 

(b)  Virus  passages.  Virus  in  the  final  product 
shall  represent  no  more  than  five  tissue  culture 
passages  from  the  original  strain,  each  of  which 


shall  have  met  the  criteria  of  acceptability  pre- 
scribed in  §  73.110(b). 

(c)  Identification  of  processed  kidneys.  The 
kidneys  from  each  monkey  shall  be  processed  and 
the  viral  fluid  resulting  therefrom  shall  be  identi- 
fied as  a  separate  monovalent  harvest  and  kept 
separately  from  other  monovalent  harvests  until 
all  samples  for  the  tests  prescribed  in  the  follow- 
ing paragraph  relating  to  that  pair  of  kidneys 
shall  have  been  withdrawn  from  the  harvest. 

(d)  Monkey  kidney  tissue  production  vessels 
prior  to  virus  inoculation.  Prior  to  inoculation 
with  the  seed  virus,  the  tissue  culture  growth  in 
vessels  representing  each  pair  of  kidneys  shall  be 
examined  microscopically  for  evidence  of  cell  de- 
generation at  least  three  days  after  complete  for- 
mation of  the  tissue  sheet.  If  such  evidence  is  ob- 
served, the  tissue  from  that  piair  of  kidneys  shall 
not  be  used  for  poliovirus  vaccine  manufacture. 
To  test  the  tissue  found  free  of  cell  degeneration 
for  further  evidence  of  freedom  from  demonstra- 
ble viable  microbial  agents,  the  fluid  shall  be  re- 
moved from  the  cell  cultures  immediately  prior 
to  virus  inoculation  and  tested  in  each  of  four 
culture  systems;  (1)  Macaca  monkey  kidney  cells, 
(2)  Cercopithecus  monkey  kidney  cells,  (3)  pri- 
mary rabbit  kidney  cells,  and  (4)  human  cells 
(from  one  of  the  systems  described  in  §73.114 (a) 
(6)),  in  the  following  manner:  Aliquots  of  fluid 
from  each  vessel  shall  be  pooled  and  at  least  ten 
ml.  of  the  pool  inoculated  into  each  system,  with 
ratios  of  inoculum  to  medium  being  1:1  to  1:3 
and  with  the  area  of  surface  growth  of  cells  at 
least  three  square  centimeters  per  milliliter  of  test 
inoculum.  The  cultures  shall  be  observed  for  at 
least  14  days.  If  these  tests  indicate  the  presence 
in  the  tissue  culture  preparation  of  any  viable 
microbial  agent  the  tissue  cultures  so  implicated 
shall  not  be  used  for  poliovirus  vaccine  manufac- 
ture. 

(e)  Control  vessels.  Before  inoculation  with 
seed  virus,  sufficient  tissue  culture  vessels  to  repre- 
sent at  least  25  percent  of  the  cell  suspension  from 
each  pair  of  kidneys  shall  be  set  aside  as  controls. 
The  control  vessels  shall  be  examined  microscop- 
ically for  cell  degeneration  for  an  additional  14 
days.  The  cell  fluids  from  such  control  vessels 
shall  be  tested,  both  at  the  time  of  virus  harvest 
and  at  the  end  of  the  additional  observation  period, 
by  the  same  method  prescribed  for  testing  of  fluids 
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in  the  preceding  paragraph  (d)  of  this  section. 
In  addition  the  cell  sheet  in  each  control  vessel 
shall  be  examined  for  presence  of  hemadsorption 
viruses  by  the  addition  of  guinea  pig  red  blood 
cells. 

(f )  Vims  harvest;  interpretation  of  test  results. 
At  least  80  percent  of  the  control  vessels  shall 
successfully  complete  the  additional  14-day  obser- 
vation period  without  microscopic  evidence  of 
cell  degeneration  of  the  tissue  sheets.  If  less  than 
80  percent  of  the  control  vessels  fail  to  complete 
satisfactorily  the  observation  period,  no  tissue 
from  the  kidneys  implicated  shall  be  used  for 
poliovirus  vaccine  manufacture.  If  the  test  re- 
sults of  the  control  vessels  indicate  the  presence 
of  any  extraneous  agent  at  the  time  of  virus  har- 
vest, the  entire  virus  harvest  from  that  tissue  cul- 
ture preparation  shall  not  be  used  for  poliovirus 
vaccine  manufacture.  If  any  of  the  tests  or  ob- 
servations described  in  paragraph  (d)  or  (e)  of 
this  section  demonstrate  the  presence  in  the  tissue 
culture  preparation  of  any  microbial  agent  known 
to  be  capable  of  producing  human  disease,  the  virus 
grown  in  such  tissue  culture  preparation  shall  not 
be  used  for  poliovirus  vaccine  manufacture. 

(g)  Kidney  tissue  produ/ition  vessels  after 
virus  inoculation — temperature.  After  virus  inoc- 
ulation, production  vessels  shall  be  maintained 
at  a  temperature  not  to  exceed  35.0°  C.  during 
the  course  of  virus  propagation. 

(h)  Kidney  tissue  virus  harvests.  Virus  har- 
vested from  vessels  containing  the  kidney  tissue 
from  one  monkey  may  constitute  a  monovalent 
vinis  pool  and  be  tested  separately,  or  viral  har- 
vests from  more  than  one  pair  of  kidneys  may  be 
combined,  identified  and  tested  as  a  monovalent 
pool.  Each  pool  shall  be  mixed  thoroughly  and 
samples  withdrawn  for  testing  as  prescribed  in 
§  73.114  ( a) .  The  samples  shall  be  withdrawn  im- 
mediately after  harvesting  and  prior  to  further 
processing,  except  that  samples  of  tesit  materials 
frozen  immediately  after  harvesting  and  main- 
tained at  —60°  C.  or  below,  may  be  tested  upon 
thawing,  provided  no  more  than  one  freeze-thaw 
cycle  is  employed. 

(i)  Filtration.  After  harvesting  and  removal 
of  samples  for  the  safety  tests  described  in  §  73.114 
(a),  the  pool  shall  be  passed  through  sterile  filters 
having  a  sufficiently  small  porosity  to  assure  bac- 
teriologically  sterile  filtrates. 


§73.114   Test  for  safety. 

(a)  Tests  prior  to  filtration.  Monovalent  virus 
pools  shall  contain  no  demonstrable  viable  micro- 
bial agent  other  than  the  attenuated  live  polio- 
viruses  intended.  The  vaccine  shall  be  tested  for 
the  absence  of  adventitious  and  other  infectious 
agents  including  polioviruses  of  other  types  or 
strains,  simian  agents,  Mycobacterium  tuber- 
culosis, pox  viruses,  lymphocytic  choriomeningitis 
virus.  Echo  viruses,  Coxsackie  viruses,  and  B- 
virus.  Testing  of  each  monovalent  pool  shall  in- 
clude the  following  procedures: 

(1)  Inoculation  of  rahhits.  A  minimum  of  100 
ml.  of  each  monovalent  virus  pool  shall  be  tested 
by  inoculation  into  at  least  ten  healthy  rabbits, 
each  weighing  1500-2500  grams.  Each  rabbit 
shall  be  injected  intradermally  in  multiple  sites, 
with  a  total  of  1.0  ml.  and  subcutaneously  with 
9.0  ml.,  of  the  viral  pool,  and  the  animals  observed 
for  at  least  three  weeks.  Each  rabbit  that  dies 
after  the  first  24  hours  of  the  test  or  is  sacrificed 
because  of  illness  shall  be  necropsied  and  the  brain 
and  organs  removed  and  examined.  The  virus 
pool  may  be  used  for  poliovirus  vaccine  only  if  at 
least  80  percent  of  the  rabbits  remain  healthy  and 
survive  the  entire  period  and  if  all  the  rabbits  used 
in  the  test  fail  to  show  lesions  of  any  kind  at  the 
sites  of  inoculation  and  fail  to  show  evidence  of 
B-virus  or  any  other  viral  infection. 

(2)  Inoculation  of  adult  mice.    Each  of  at  least 

20  adult  mice  each  weighing  15-20  grams  shall 
be  inoculated  intraperitoneally  with  0.5  ml.  and 
intracerebrally  with  0.3  ml.  of  each  monovalent 
virus  pool  to  be  tested.  The  mice  shall  be  ob- 
served for  21  days.  Each  mouse  that  dies  after 
the  first  24  hours  of  the  test,  or  is  sacrificed  because 
of  illness,  shall  be  necropsied  and  examined  for 
evidence  of  viral  infection  by  direct  observation 
and  subinoculation  of  appropriate  tissue  into  at 
least  5  additional  mice  which  shall  be  observed  for 

21  days.  The  monovalent  virns  pool  may  be  used 
for  poliovirus  vaccine  only  if  at  least  80  percent 
of  the  mice  remain  healthy  and  survive  the  entire 
period  and  if  all  the  mice  used  in  the  test  fail  to 
show  evidence  of  lymphocytic  choriomeningitis 
virus  or  other  viral  infection. 

(3)  Inoculation  of  suckling  mice.  Each  of  at 
least  20  suckling  mice  less  than  24  hours  old,  shall 
be  inoculated  intracerebrally  with  0.1  ml.  and 
intraperitoneally  with  0.1  ml.  of  the  monovalent 
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virus  pool  to  be  tested.  The  mice  shall  be  observed 
daily  for  at  least  14  days.  Each  mouse  that  dies 
after  the  first  24  hours  of  the  test,  or  is  sacrificed 
because  of  illness  shall  be  necropsied  and  all  areas 
examined  for  evidence  of  viral  infection.  Such 
examination  shall  include  subinoculation  of  ap- 
propriate tissue  suspensions  into  an  additional 
group  of  at  least  five  suckling  mice  by  the  intra- 
cerebral and  intraperitoneal  routes  and  daily  ob- 
served for  14  days.  In  addition,  a  blind  passage 
shall  be  made  of  a  single  pool  of  the  emulsified  tis- 
sue (minus  skin  and  viscera)  of  all  mice  surviving 
the  original  14  day  test.  The  virus  pool  under 
test  is  satisfactory  for  poliovirus  vaccine  only  if  at 
least  80  percent  of  the  mice  remain  healthy  and 
survive  the  entire  period  and  if  all  the  mice  used 
in  the  test  fail  to  show  evidence  of  Coxsackie  or 
other  viral  infection. 

(4)  Inoculation  of  guinea  pigs.  Each  of  at 
least  five  guinea  pigs,  each  weighing  350-450 
grams,  shall  be  inoculated  intracerebrally  with  0.1 
ml.  and  intraperitoneally  with  5.0  ml.  of  the 
monovalent  virus  pool  to  be  tested.  The  animals 
shall  be  observed  for  at  least  42  days  and  daily 
rectal  temperatures  recorded  for  the  last  three 
weeks  of  the  test.  Each  animal  that  dies  after  the 
first  24  hours  of  the  test,  or  is  sacrificed  because 
of  illness  shall  be  necropsied.  The  tissues  shall 
be  examined  both  microscopically  and  culturally 
for  evidence  of  tubercle  bacilli,  and  by  passage  of 
tissue  suspensions  into  at  least  three  other  guinea 
pigs  by  the  intracerebral  and  intraperitoneal 
routes  of  inoculation  for  evidence  of  viral  infec- 
tion. If  clinical  symptoms  suggest  infection  with 
lymphocytic  choriomeningitis  virus,  serological 
tests  shall  be  performed  on  blood  samples  of  the 
test  guinea  pigs  to  confirm  the  clinical  observa- 
tions. Animals  that  die  or  are  sacrificed  during 
the  first  three  weeks  after  inoculation  with  polio- 
virus  shall  be  examined  for  infection  with 
lymphocytic  choriomeningitis  virus.  Animals 
that  die  in  the  final  three  weeks  shall  be  examined 
both  microscopically  and  culturally  for  M.  Tuber- 
culosis. The  monovalent  virus  pool  is  satisfactory 
for  poliovirus  vaccine  only  if  at  least  80  percent  of 
all  animals  remain  healthy  and  survive  the  obser- 
vation period  and  if  all  the  animals  used  in  the 
test  fail  to  show  evidence  of  infection  with  M.  Tu- 
berculosis, or  any  viral  infection. 


(5)  Inoculation  of  monkey  kidney  tissue  cul- 
tures. At  least  500  doses  or  50  ml.,  whichever 
represents  a  greater  volume  of  virus,  of  each  un- 
diluted monovalent  virus  pool  or  in  equal  propor- 
tions from  individual  harvests  or  sub-pools,  shall 
be  tested  for  simian  viruses  in  Macaca,  and  the 
same  volume  in  Cercopithecus,  monkey  kidney 
tissue  culture  preparations,  in  a  ratio  of  inoculum 
to  medium  of  from  1 : 1  to  1 : 3,  and  with  the  area 
of  surface  growth  of  cells  at  least  three  square 
centimeters  per  milliliter  of  test  inoculum,  after 
neutralization  of  the  poliovirus  by  high  titer  type 
specific  non-simian  antisera.  The  immunizing 
antigens  used  for  the  preparation  of  antisera  shall 
be  grown  in  a  human  tissue  culture  cell  line.  The 
cultures  shall  be  observed  for  no  less  than  14  days. 
The  monovalent  virus  pool  is  satisfactory  for 
poliovirus  vaccine  only  if  all  the  tissue  cultures 
fail  to  show  evidence  of  the  presence  of  simian 
viruses. 

(6)  Inoculation  of  human  cell  cultures.  At 
least  500  doses  or  50  ml.,  whichever  represents  a 
greater  volume  of  virus,  taken  from  either  a  single 
monovalent  pool  or  in  equal  proportions  from  indi- 
vidual harvests  or  sub-pools,  shall  be  tested  in  a 
ratio  of  inoculum  to  medium  of  1 : 1  to  1 :  3,  and 
with  the  area  of  surface  growth  of  cells  at  least 
three  square  centimeters  per  milliliter  of  test  inocu- 
lum, for  the  presence  of  measles  virus  in  either  (i) 
primary  human  amnion  cells,  (ii)  primary  human 
kidney  cells,  or  (iii)  any  other  cell  system  of  com- 
parable susceptibility  to  unmodified  measles  virus 
The  test  material  shall  be  neutralized  with  polio- 
virus antiserum  of  non-simian  derivation  if  the 
tissue  culture  cell  system  used  is  susceptible  to 
poliovirus.  The  culture  shall  be  observed  for  no 
less  than  14  days.  The  monovalent  virus  pool  is 
satisfactory  for  poliovirus  vaccine  only  if  all  tissue 
cultures  fail  to  show  evidence  of  the  presence  of 
measles  virus. 

(7)  Inoculation  of  rabhit  kidney  tissue  cultures. 
At  least  500  ml.  of  virus  pool  taken  from  either  a 
single  monovalent  pool  or  in  equal  proportions 
from  individual  harvests  or  sub-pools,  shall  be 
tested  in  a  ratio  of  inoculum  to  medium  of  from 
1 :1  to  1 :3,  and  wiU  with  the  area  of  surface  growth 
of  cells  at  least  three  square  centimeters  per  mil- 
liliter of  test  inoculum,  in  primary  rabbit  kidney 
tissue  culture  preparations  for  evidence  of  B- 
virus.   The  culture  shall  be  oibserved  for  no  less 
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than  14  days.  The  monovalent  virus  pool  is  satis- 
factory for  poliovirus  vaccine  only  if  all  tissue 
cultures  fail  to  show  evidence  of  the  presence  of 
B -virus. 

(b)  Tests  after  filtration.  The  following  tests 
relating  to  safety  shall  be  performed  after  the 
filtration  process,  on  each  monovalent  virus  pool 
or  on  each  multiple  thereof  (monovalent  lot)  : 

(1)  Neurovirvlence  in  monkeys.  Each  mono- 
valent virus  pool  or  monovalent  lot  shall  be  tested 
in  comparison  with  the  NIH  Reference  Attenuated 
Poliovirus  for  neurovirulence  in  Macaca  monkeys 
by  both  the  intrathalamic  and  intraspinal  routes 
of  injection.  A  preinjection  serum  sample  ob- 
tained from  each  monkey  must  be  shown  to  con- 
tain no  neutralizing  antibody  in  a  dilution  of  1  A 
when  tested  against  no  more  than  1,000  TCID  50  of 
each  of  the  three  types  of  poliovirus.  The  neuro- 
virulence tests  are  not  valid  unless  the  sample  con- 
tains at  least  10  TCID  50  per  ml.  when  titrated 
in  comparison  with  the  NIH  Reference  Polio- 
virus, Live,  Attenuated  of  the  appropriate  type. 
All  monkeys  shall  be  observed  for  17  to  21  days, 
under  the  supervision  of  a  qualified  pathologist, 
physician  or  veterinarian,  and  any  evidence  of 
physical  abnormalities  indicative  of  poliomyelitis 
or  other  viral  infections  shall  be  recorded. 

(i)  Intrathalamic  inoculation.  Each  of  at 
least  ten  Macaca  monkeys  shall  be  injected  intra- 
thalamically  with  1.0  ml.  of  virus  pool  material 
containing  at  least  10  ^ "  TCID  50  per  ml.  and  each 
of  at  least  ten  additional  Macaca  monkeys  shall  be 
injected  intrathalamically  with  1.0  of  a  10 
dilution  thereof.  Comparative  evaluations  shall 
be  made  with  the  virus  pool  under  test  and  the 
NIH  reference  material.  Only  monkeys  that 
show  evidence  of  inoculation  into  the  thalamus 
shall  be  considered  as  having  been  injected 
satisfactorily. 

(ii)  Intraspinal  inoculation.  Each  of  a  group 
of  at  least  five  Macaca  monkeys  shall  be  injected 
intraspinally  with  0.2  ml.  of  virus  pool  material 
containing  at  least  W  °  TCID50  per  ml.  and  each 
monkey  in  four  additional  groups  of  at  least  five 
Macaca  monkeys  shall  be  injected  intraspinally 
with  0.2  ml.  of  10-%  10-^,  10-3,  and  10  *  dilutions 
thereof,  respectively.  Comparative  evaluations 
shall  be  made  with  the  virus  pool  under  test  and 
the  NIH  reference  material.  Only  monkeys  that 
show  microscopic  evidence  of  inoculation  into  the 


gray  matter  of  the  lumbar  cord  shall  be  considered 
as  having  been  injected  satisfactorily. 

(iii)  DetermimMion  of  nev/rovirulence.  At  the 
conclusion  of  the  observation  period  comparative 
histopathological  examinations  shall  be  made  of 
the  lumbar  cord,  cervical  cord,  lower  medulla, 
upper  medulla  and  mesencephalon  of  each  monkey 
in  the  groups  injected  with  virus  under  test  and 
those  injected  with  the  NIH  Reference  Attenuated 
poliovirus,  except  that  for  animals  dying  during 
the  t^t  period,  these  examinations  shall  be  made 
inamediately  after  death.  The  animals  shall  be 
examined  to  ascertain  whether  the  distribution 
and  histological  nature  of  the  lesions  are  char- 
acteristic of  poliovirus  infection.  A  comparative 
evaluation  shall  be  made  of  the  evidence  of  neuro- 
virulence of  the  virus  under  test  and  the  NIH 
Reference  Attenuated  Poliovirus  with  respect  to 
{a)  the  number  of  animals  showing  lesions  char- 
acteristic of  poliovirus  infection,  (6)  the  number 
of  animals  showing  lesions  other  than  those  char- 
acteristic of  poliovirus  infection,  {c)  the  severity 
of  the  lesions,  {d)  the  degree  of  dissemination  of 
the  lesions,  and  (e)  the  rate  of  occurrence  of  pa- 
ralysis not  attributable  to  the  mechanical  injury 
resulting  from  inoculation  trauma.  The  virus 
pool  under  test  is  satisfactory  for  poliovirus  vac- 
cine manuf  acture  only  if  at  least  80  percent  of  the 
animals  in  each  group  survive  the  observation  pe- 
riod and  if  a  comparative  analysis  of  the  test 
results  demonstrate  that  the  neurovirulence  of  the 
test  virus  pool  does  not  exceed  that  of  the  NIH 
Reference  Attenuated  Poliovirus. 

(2)  Test  for  virus  titer.  The  concentration  of 
living  virus  in  each  monovalent  virus  pool  or  lot 
shall  be  determined,  using  the  NIH  Reference 
Poliovirus  Live,  Attenuated  of  the  same  type  as  a 
control.  The  test  shall  be  a  50  percent  end-point 
titration  calculation  (TCIDso),  performed  with 
either  groups  of  ten  tu'bes  at  1  log  dilution  steps  or 
groups  of  five  tubes  of  0.5  dilution  steps,  or  a 
test  of  demonstrated  equivalent  sensitivity.  Ac- 
ceptable titrations  of  the  reference  virus  shall  not 
vary  more  than  ±0.5  log  from  its  labeled  titer. 

(3)  Tests  for  In-vitro  Markers.  A  test  shall  be 
performed  on  each  monovalent  virus  pool  or  each 
monovalent  lot  resulting  therefrom,  using  the  ret/ 
40  Marker  and  at  least  one  of  the  other  marker 
methods  described  below.  The  test  results  shall 
demonstrate  that  the  virus  under  test  and  the  seed 
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virus  have  substantially  the  same  marker  charac- 
teristics. 

(i)  rctjifi  Marker.  Attenuated  strains  which 
grow  readily  at  40°  C.  ( ±0.5°  C.)  are  classified  as 
rct/40  positive  (  +  )  in  contrast  to  the  rct/40  nega- 
tive ( — )  strains  which  show  an  increased  growth 
of  at  least  100,000  fold  at  36°  C.  over  that  obtained 
at  40°  C.  Comparative  determinations  shall  be 
made  in  either  tube  or  bottle  cultures. 

(ii)  (I  Marker.  Attenuated  strains  which  grow 
readily  at  low  concentrations  of  bicarbonate  under 
agar  are  classified  as  d  positive  ( -1- )  in  contrast  to 
the  d  negative  ( — )  strains  which  exhibit  delayed 
growth  under  the  same  conditions.  The  cultures 
shall  be  grown  in  a  36°  C.  incubator  either  in  stop- 
pered bottles  or  in  plates  in  an  environment  of  5 
percent  CO2  in  air. 

(iii)  M8  Markers.  Attenuated  strains  which 
grow  more  readily  on  monkey  stable  (MS)  cells 
are  classified  as  MS  positive  ( + )  in  contrast  to 
the  MS  negative  ( —  )  strains.  Comparative  de- 
terminations shall  be  made  in  either  tube  cultures 
or  in  bottle  cultures  under  agar. 

(4)  Test  for  sterility.  The  final  bulk  vaccine 
of  each  monovalent  virus  pool,  or  each  monovalent 
lot  resulting  therefrom,  shall  be  tested  for  sterility 
in  both  fluid  Thioglycollate  and  Sabouraud  media 
by  the  procedure  prescribed  in  §  73.73  with  a  sam- 
ple of  no  less  than  10  ml.  for  each  test. 

§  73.115   Potency  test. 

The  concentration  of  live  virus  expressed  as 
TCID50  of  each  type  in  the  vaccine  shall  consti- 
tute the  measure  of  its  potency.  The  accuracy  of 
the  titration  to  determine  the  concentration  of  live 
virus  in  the  lot  under  test  shall  be  confirmed  by 
performing  a  titration  with  the  NIH  Reference 
Poliovirus,  Live,  Attenuated  of  the  appropriate 
type  as  a  check  on  titration  technique.  The  con- 
centration of  each  type  of  live  virus  contained  in 
the  vaccine  of  the  lot  under  test  shall  be  between 
200,000  and  500,000  TCID50  per  human  dose. 

§  73.116  ^   General  requirements. 

(a)  Repeat  tests.  Tests  may  be  repeated  when 
it  is  demons  rated  that  the  results  were  due  to 
faulty  test  techniques. 

(b)  Final  container  tests.  Tests  shall  be  made 
on  final  containers  for  identity  and  safety  in  ac- 
cordance with  §  73.72.    The  final  container  steril- 
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ity  test  need  not  be  performed  provided  aseptic 
techniques  are  used  in  the  filling  process. 

(c)  Consistency  of  manufojcture.  No  lot  of  vac- 
cine shall  be  released  unless  each  monovalent  pool 
contained  therein  is  one  of  a  series  of  five  con- 
secutive pools  of  the  same  type,  each  pool  having 
been  manufactured  by  the  same  procedures,  and 
each  having  met  the  criteria  of  neurovirulence  for 
monkeys  prescribed  in  §  73.114(b)  (1),  and  of  in- 
vitro  markers  as  prescribed  in  §  73.114(b)  (3). 

(d)  Dose:  The  individual  human  dose  of  vac- 
cine shall  contain  from  200,000  to  500,000  TCID50 
of  each  type  of  virus  that  is  in  the  final  product. 

(e)  ^  Labeling.  Labeling  shall  comply  with  the 
requirements  of  §§  T3.50  to  73.55  inclusive.  In 
addition  the  label  or  a  package  enclosure  shall  in- 
clude the  identification  and  source  of  the  virus  or 
viruses  contained  in  the  vaccine,  the  cell  culture 
medium  on  which  the  virus  or  viruses  were  propa- 
gated, stabilizers  and  preservatives,  if  any,  and  the 
type  and  calculated  maximum  amount  of  antibi- 
otics. The  final  container  label  shall  bear  a  state- 
ment indicating  that  liquid  vaccine  should  not  be 
used  for  more  than  7  days  after  opening  the  con- 
tainer. 

{ly  [Deleted.] 

(g)  Samfles  and  reports.  For  each  lot  of  vac- 
cine, the  following  materials  shall  be  submitted 
to  the  Director,  Division  of  Biologies  Standards, 
National  Institutes  of  Health,  Bethesda,  Maryland 
20014: 

(1)  All  protocols  relating  to  the  history  of 
manufacture  of  each  lot  of  vaccine,  and  the  results 
of  all  tests  performed. 

(2)  A  one  liter  bulk  sample  of  each  final  mono- 
valent pool  having  a  virus  titer  of  no  less  than 

TCID50  per  milliliter,  except  that  if  the  titer 
is  greater,  a  correspondingly  smaller  volume  may 
be  submitted. 

(3)  A  total  of  no  less  than  a  200  milliliter 
sample  of  the  vaccine  in  final  labeled  containers. 

§  73.117 1    Clinical  trials  to  qualify  for  license. 

To  qualify  for  license,  the  antigenicity  of  the 
vaccine  shall  have  been  determined  by  clinical 

1  Sees.  73.116  through  73.118  are  added  March  25,  1961,  to 

become  effective  April  24,  1961,  25  FE  2565. 

2  Sec.  73.116(e)  amended  November  2,  1966,  31  F.R.  14001,  to 
become  effective  December  2,  1966. 

3  Sec.  73.116(f)  deleted  effective  October  26,  1966  (31  FR  11388 
dated  August  27,  1966). 
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trials  of  adequate  statistical  design,  by  oral  ad- 
ministration of  the  product.  Such  clinical  trials 
shall  be  conducted  with  five  consecutive  lots  of 
poliovirus  vaccine  which  have  been  manufactured 
by  the  same  methods,  each  of  which  has  shown 
satisfactory  results  in  all  prescribed  tests.  Type 
specific  neutralizing  antibody  (from  less  than  1 : 4 
before  vaccine  treatment,  to  1 : 16  or  greater  after 
treatment)  shall  be  induced  in  80  percent  or  more 
of  susceptibles  when  administered  orally  as  a 
single  dose  or  in  excess  of  90  percent  of  suscep- 
tibles when  administered  orally  after  a  series  of 
doses.  A  separate  clinical  trial  shall  have  been 
conducted  for  each  monovalent  and  each  poly- 
valent vaccine  for  which  license  application  is 
made. 

§  73.118 1   Equivalent  methods. 

Modification  of  any  particular  manufacturing 
method  or  process  or  the  conditions  under  which 
it  is  conducted  as  set  forth  in  the  additional  stand- 
ards relating  to  Poliovirus  Vaccine,  Live,  Oral, 
shall  be  permitted  whenever  the  manufacturer 
presents  evidence  that  demonstrates  the  modifica- 
tion will  provide  assurances  of  the  safety,  purity, 
and  potency  of  the  vaccine  that  are  equal  to  or 
greater  than  the  assurances  provided  by  such 
standards,  and  the  Surgeon  General  so  finds  and 
makes  such  finding  a  matter  of  official  record. 

Additional  Standards  :  Adenovirtjs  Vacxjine  ^ 

§73.130   The  product. 

(a)  Proper  name  and  definition:  For  the  pur- 
pose of  section  351  (a)  (2)  of  the  Act  and  §  73.1  (1) , 
the  proper  name  of  this  product  shall  be  "Adeno- 
virus Vaccine"  with  a  designation  of  the  types  of 
virus  included  in  the  vaccine.  Such  vaccine  shall 
consist  of  an  aqueous  preparation  of  one  or  more 
adenoviruses  grown  in  monkey  kidney  tissue  cul- 
tures inactivated  by  a  suitable  method.  Where 
more  than  one  type  of  virus  is  used  in  the  manu- 
facture of  the  vaccine,  equal  proportions  of  each 
type  shall  be  combined  with  a  tolerance  for  each 
component  of  5  percent  of  the  total  volume. 


1  Sees.  73.116  through  73.118  are  added  March  25,  1961,  to 
become  effective  April  24,  1961,  25  PR  2565. 

-Sees.  73.130  through  73.135  (formerly  Sees.  73.110  through 
73.115)  redesignated  as  such  March  25,  1961,  to  become  effective 
April  24,  1961,  26  FR  2565. 


(b)  Strains  of  vims.  Strains  of  adenovirus 
used  in  the  manufacture  of  the  vaccine  shall  be 
identified  by  historical  records,  infectivity  tests, 
and  immunological  methods.  Only  those  strains 
of  virus  may  be  used  that  (1)  produce  a  vaccine 
meeting  the  safety  and  potency  requirements  in 
§§  73.132  and  73.133,  (2)  never  had  any  passage 
in  malignant  cells  of  human  or  animal  origin,  and 
(3)  have  been  maintained  in  monkey  kidney  cul- 
tures for  at  least  10  passages  prior  to  use. 

(c)  Monkey  kidney  tissue.  Only  cynomolgus 
or  rhesus  monkeys  or  other  species  of  equal  suit- 
ability, in  overt  good  health,  that  have  reacted 
negatively  to  tuberculin  within  2  weeks  prior  to 
use  shall  be  used  as  a  source  of  kidney  tissue  for  the 
production  of  virus.  Each  animal  shall  be  ex- 
amined at  necropsy  under  the  supervision  of  a 
qualified  pathologist  for  gross  signs  of  disease. 
If  there  is  any  gross  pathological  lesion  of  any 
significance  to  their  use  in  the  manufacture  of  vac- 
cine, the  kidneys  shall  be  discarded.  Kidney 
tissue  from  monkeys  that  have  been  used  pre- 
viously for  experimental  purposes  shall  not  be 
used,  except  that  monkeys  in  overt  good  health, 
used  for  the  safety  or  potency  tests  of  adenovirus 
vaccines  with  negative  clinical  findings  (§§73.132 
and  73.133)  that  have  reacted  negatively  to  tuber- 
culin prior  to  such  test,  may  be  used  within  two 
weeks  of  the  end  of  the  test  period.  The  monkeys 
shall  not  at  any  time  have  been  housed  in  the  same 
building  where  monkeys  actually  infected  with  or 
exposed  to  poliovirus  are  housed,  and  due  precau- 
tions shall  be  taken  to  prevent  cross-infection  from 
any  infected  or  potentially  infected  monkeys  on 
the  premises. 

§73.131   Manufacture  of  adenovirus  vaccine. 

(a)  Cultivation  of  virus.  Virus  for  manufac- 
turing vaccine  shall  be  grown  with  aseptic 
technique  in  monkey  kidney  cell  cultures  using  a 
synthetic  medium.  Suitable  antibiotics  in  the 
minimum  co  ncentration  required  may  be  used.  If 
penicillin  is  used,  not  more  than  200  units  per 
milliliter  may  be  added.  Phenol  red  may  not  ex- 
ceed a  concentration  of  0.002  percent. 

(b)  Filtration.  Within  72  hours  preceding  the 
beginning  of  inactivation,  the  virus  suspensions 
shall  be  filtered  or  clarified  by  a  method  having 
an  efficiency  at  least  equivalent  to  that  of  a  Selas 
02  type  filter. 
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(c)  Virus  titer.  The  titer  of  each  virus  pool 
after  filtration  shall  be  determined  by  a  suitable 
method.  It  shall  also  be  demonstrated  that  each 
virus  pool  possesses  adenovirus  group  antigen  by 
the  complement-fixing  test. 

(d)  Inactivation  of  virus.  The  virus  shall  be 
inactivated,  as  evidenced  by  the  test  in  tissue  cul- 
ture as  set  forth  in  §  73.132,  through  the  use  of  an 
agent  or  method  which  has  been  demonstrated  to 
be  effective  in  the  hands  of  the  manufacturer  in  in- 
activating a  series  of  at  least  5  consecutive  lots  of 
adenovirus  vaccine.  If  formaldehyde  is  used  for 
inactivation,  it  shall  be  added  to  the  virus  suspen- 
sion to  a  final  concentration  of  U.S. P.  form- 
aldehyde solution  of  at  least  1 : 4000.  The 
inactivation  shall  be  conducted  under  controlled 
conditions  of  pH  and  time  at  a  temperature  of 
36°  to  38°  C.  As  an  indication  of  inactivation, 
not  less  than  two  samples  shall  be  removed  during 
the  inactivation  process  and  treated  as  prescribed 
in  §  73.132(b)  (1).  Regardless  of  the  concentra- 
tion of  formaldehyde  used,  the  total  heating  period 
shall  be  not  less  than  20  hours  and  at  least  three 
times  the  period  required  for  the  reduction  of  live 
virus  to  a  point  where  no  virus  is  detected  in  a 
5  milliliter  sample  when  tested  in  accordance  with 
§  73.132(b)  (1).  At  the  end  of  the  heating  period 
a  sample  shall  be  removed  for  the  single  strain 
tissue  culture  safety  test. 

§  73.132   Tests  for  safety. 

In  the  manufacture  of  the  product,  the  follow- 
ing tests  relating  to  safety  shall  be  conducted  by 
the  manufacturer: 

(a)  The  virus  pool — (1)  ^  Tests  prior  to  inacti- 
vation—  (i)  B  virus  and  Mycobacterium  tuber- 
culosis. Prior  to  inactivation,  each  individual 
virus  harvest  or  virus  pool  shall  be  tested  for 
the  presence  of  B  virus  and  Mycobacterium 
tuberculosis. 

(ii)  SV40.  Prior  to  inactivation,  the  material 
shall  be  tested  for  the  presence  of  SV40  as  follows 
(or  by  any  other  test  producing  equally  reliable  re- 
sults) :  A  sample  of  at  least  five  ml.  from  the 
virus  harvest  or  virus  pool  or  pool  of  tissue  cul- 
ture fluids  from  corresponding  control  vessels  shall 
be  neutralized  by  high  titer  antiserum  of  an  origin 
other  than  human,  chicken,  or  simian.  The 

1  Sec.  73.132(a)(1)    amended  and  effective  March  5,  1963, 
28  FR  2J10. 


sample  shall  be  tested  in  the  same  tissue  culture 
system  used  for  propagating  the  virus  vaccine,  and 
in  primary  cercopithecus  tissue  cultures  or  in  a  cell 
line  demonstrated  as  equally  susceptible  to  SV4o. 
Each  tissue  culture  system  shall  be  observed  for  at 
least  14  days  and  at  the  end  of  the  observation 
period  at  least  one  subculture  of  fluid  shall  be 
made  in  the  same  tissue  culture  system  and  ob- 
served for  an  additional  14  days. 

(iii)  Test  results.  The  virus  harvest  or  virus 
pool  is  satisfactory  for  adenovirus  vaccine  only 
if  the  tests  produce  no  evidence  of  the  presence  of 
B  virus,  Mycobacterium  tuberculosis  and  SV40. 

(2)  Each  single  strain  virus  pool  shall  be  shown 
to  be  free  of  lymphocytic  choriomeningitis  virus 
and  other  mouse  pathogens  by  intracerebral  injec- 
tion into  10  or  more  mice  which  shall  be  observed 
daily  for  at  least  21  days.  All  mice  which  die  dur- 
ing the  observation  period  shall  be  studied  as  to 
the  possible  cause  of  death.  A  negative  test  shall 
not  be  valid  unless  at  least  8  mice  survice  the  full 
observation  period  and  unless  the  virus  pool  was 
found  free  of  agents  pathogenic  for  mice;  and 

(3)  An  identity  test  shall  be  done  on  each  virus 
pool  using  monovalent  edenovirus  serums  free 
from  poliomyelitis  antibodies.  Such  serums  shall 
have  been  prepared  from  animals  immunized  with 
virus  grown  in  other  than  the  tissue  used  for  the 
neutralization  test.  The  identity  tests  shall  be 
done  (i)  in  monkey  kidney  and  (ii)  in  HeLa  or 
other  equally  susceptible  cells.  The  tissue  cultures 
shall  be  observed  for  7  days.  Those  showing  cyto- 
pathogenic  effect  in  the  presence  of  type  specific 
serum  shall  be  subcultured  in  monkey  kidney  cells 
or  HeLa  cells.  The  subcultures  shall  be  main- 
tained for  7  days  and  observed  for  cytopathogenic 
effect.  Only  virus  pools  free  of  unidentified  cyto- 
pathogenic agents  and  free  of  all  viruses  patho- 
genic to  man  other  than  adenoviruses  may  be  used 
for  vaccine  manufacture. 

(b)  Single  strain  tissue  culture  test  for  adeno- 
virus. (1)  The  samples  specified  in  §  73.131(d) 
shall  be  placed  immediately  after  sampling  in  con- 
tact with  sodium  bisulfite  or  a  similar  formalde- 
hyde neutralizing  substance  that  will  stop  the 
inactivation  process.  Each  sample  shall  be  di- 
alyzed  or  rendered  non-toxic  to  tissue  culture  cells 
by  an  appropriate  method  which  does  not  affect 
the  detection  of  live  virus.  An  amount  of  fluid 
representing  at  least  5  milliliters  of  the  original 
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virus  pool  shall  be  inoculated  into  monkey  kidney 
or  other  equally  susceptible  tissue  cultures.  The 
tissue  cultures  shall  be  maintained  for  7  to  12  days 
and  examined  at  intervals.  At  the  end  of  the 
above  period,  the  cell  sheet  shall  be  removed  from 
each  culture  vessel,  broken  up  by  an  appropriate 
means,  suspended  in  a  portion  of  its  culture  fluid 
equal  to  at  least  10  percent  of  the  volume  which 
was  present  during  incubation,  and  inoculated  into 
corresponding  fresh  tissue  culture  preparations. 
Any  fluids  recovered  prior  to  refeeding  during 
original  observation  period  shall  be  held  at  2°  to 
5°  C.  A  volume  of  each  fluid  representing  at  least 
10  percent  of  the  total  volume  shall  be  subcultured 
to  fresh  tissue  culture.  All  subcultures  shall  be 
examined  for  at  least  7  days.  This  test  shall  be 
considered  negative  only  if  no  cellular  degenera- 
tion occurs  attributable  to  any  virus. 

(2)  A  sample  of  at  least  500  milliliters  of  each 
single  strain  pool  shall  be  fully  subjected  to  the 
following  testing  procedure  in  tissue  culture  cells, 
with  half  the  sample  in  monkey  kidney  cells  and 
half  in  suitable  human  cells  of  demonstrated  high 
susceptibility  to  adenovirus  and  poliovirus.  The 
entire  sample  shall  be  dialyzed  and  rendered  non- 
toxic for  tissue  culture  cells.  Each  half  of  the 
sample  shall  be  inoculated  into  4  or  more  tissue 
culture  bottles  of  suitable  capacity  so  that  direct 
observation  of  the  culture  cells  is  possible  under 
conditions  which  assure  the  growth  of  adenovirus, 
poliovirus  or  simian  viruses  should  infective  parti- 
cles of  any  one  of  these  viruses  be  present  in  the 
vaccine.  The  monkey  kidney  cell  cultures  shall  be 
performed  as  described  in  §  73.102(b)  except  that 
a  third  subculture  shall  be  included  after  21  days 
of  incubation  of  the  initial  culture  and  that  this 
subculture  shall  be  made  by  suspending  the  cell 
sheet.  The  initial  human  cell  cultures  shall  be 
observed  for  at  least  12  days.  A  subculture  shall 
be  made  on  each  fluid  at  each  refeeding  and  on  the 
suspension  of  each  cell  sheet  in  the  culture  fluid 
removed  at  the  end  of  the  observation  period.  The 
inoculum  for  the  subcultures  shall  be  a  volume  of 
at  least  2  percent  of  that  of  the  fluid  being  studied, 
The  subculture  shall  be  examined  frequently  and 
refed  as  required,  and  maintained  for  a  period  of 
at  least  12  days.  If  a  cytopathogenic  effect  occurs 
during  the  test,  the  vaccine  pool  shall  be  held  until 
the  matter  is  resolved.     If  active  poliomyelitis 


virus  or  adenovirus  is  indicated,  the  strain  pool 
shall  not  be  used  for  inclusion  in  a  final  vaccine. 
If  other  viruses  are  present,  the  pool  shall  not  be 
used  unless  it  can  be  demonstrated  that  such  vi- 
ruses did  not  originate  from  the  strain  pool  being 
tested. 

(c)  Final  vaccine  pool  tissue  culture  test.  No 
less  than  1,500  milliliters  of  the  final  vaccine  pool 
without  final  preservative,  prepared  by  pooling  the 
individual  single  strain  preparations,  shall  be 
tested  in  accordance  with  §  73.102(b)  and  (c). 

(d)  Final  vaccina,  test  for  active  virus  in  mon- 
keys. Final  bulk  vaccine  shall  be  tested  in  mon- 
keys as  prescribed  in  §  73.102(e)  except  that  the 
test  may  be  applied  to  vaccine  before  it  is  placed 
in  fijial  containers,  and  the  sample  may  be  dialyzed 
in  order  to  remove  sodium  bisulfite  or  the  sodium 
bisulfite  formaldehyde  complex  before  injection 
intraspinally  and  intracerebrally  into  monkeys. 
In  no  case,  however,  shall  dialyzed  vaccine  be  used 
for  the  intramuscular  injection  of  the  monkeys. 
The  test  is  considered  negative  if  the  histological 
and  other  studies  leave  no  doubt  that  virus  infec- 
tions attributable  to  the  vaccine  did  not  occur. 

(e)  Exclusion  of  certain  pools  from  final  vac- 
cine. Pools  which  fail  to  pass  the  tissue  culture 
safety  tests  prescribed  in  this  section  shall  not  be 
included  in  final  vaccine,  unless  it  can  be  clearly 
shown  that  the  cytopathogenic  agent  occurred  in 
the  test  system  and  not  in  the  vaccine  pool.  No 
pool  shall  be  subjected  to  reprocessing. 

§  73.133   Potency  test. 

Each  lot  of  vaccine  shall  be  subjected  to  a  po- 
tency test  which  permits  an  estimation  of  the  anti- 
genic capacity  of  the  vaccine  in  comparison  with 
a  reference  vaccine  distributed  by  the  National 
Institutes  of  Health.  This  shall  be  done  using  at 
least  6  animals  for  each  dilution  of  each  vaccine 
tested  and  measuring  the  neutralizing  antibody 
response  of  the  animals  receiving  test  vaccine  and 
others  receiving  reference  vaccine  in  simultaneous 
tests.  The  average  antibody  level  for  each  type 
shall  equal  or  exceed  the  corresponding  value  of 
the  reference  vaccine. 

§  73.134   General  requirements. 

(a)  Separate  facilities.  The  personnel,  equip- 
ment and  supplies  used  in  the  manufacture  of 
adeno-virus  vaccine  shall  be  separated  from  per- 
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sonnel,  equipment  or  supplies  used  in  connection 
with  any  other  pathogenic  virus  to  the  extent 
necessary  to  prevent  cross-contamination. 

(b)  ^  Final  container  tests.    Tests  shall  be  made 
on  final  containers  for  safety,  sterlity  and  identity, 
in  accordance  with  §§73.72,  73.73  and  73.75  re- 
spectively. 

(c)  Release  of  vaccine.  A  lot  of  vaccine  shall 
not  be  released  unless  all  required  safety  tests  have 
given  negative  results. 

(d)  Extraneous  protein.  Extraneous  protein 
capable  of  producing  allergenic  effects  on  human 
subjects  shall  not  be  added  to  the  final  virus  pro- 
duction medium.  If  animal  serum  is  used  at  any 
stage,  its  calculated  concentration  in  the  final 
medium  shall  not  exceed  1 : 1,000,000. 

(e)  Nitrogen  content.  The  final  vaccine  shall 
have  a  protein  nitrogen  content  of  less  than  0.02 
milligram  per  milliliter. 

(f)  Dose.  These  additional  standards  for  ad- 
enovirus vaccine  are  based  on  a  human  dose  not 
exceeding  1.0  milliliter  for  a  single  injection. 

(g)  Labeling.  In  addition  to  compliance  with 
the  requirements  of  §§  73.50  to  73.55,  inclusive,  the 
label  or  package  enclosure  shall  include  an  appro- 
priate statement  indicating  the  type  and  amount 
of  each  antibiotic  added,  if  any.  The  preservative 
used  shall  be  stated  on  the  label,  as  well  as  aller- 
genic substances  added,  if  any,  and  the  source, 
composition,  and  method  of  inactivation  of  the 
viruses. 

(h)  2  [Deleted.] 

(i)  Requirements  for  samples  and  protocols. 
For  each  lot  of  vaccine,  the  following  material 
shall  be  submitted  to  the  Director,  Division  of 
Biologies  Standards,  National  Institutes  of 
Health,  Bethesda,  Maryland  20014 : 

(1)  A  2,500-milliliter  sample  of  the  final  vac- 
cine taken  at  the  latest  possible  stage  of  manufac- 
ture before  the  addition  of  preservative. 

(2)  A  200-miniliter  bulk  sample  of  the  final  vac- 
cine containing  all  preservatives. 

(3)  A  total  of  at  least  200-milliliter  sample  of 
the  final  vaccine  in  final  labeled  containers. 

i,Sec.  73.1.34(b)  amended  June  28,  1961,  26  FR  5755,  to  become 
pffectivc  July  28,  1961. 

2  Sec.  73.134(h)  deleted  effective  October  26,  1966  (31  FR 
11388  dated  August  27,  1966). 


(4)  Protocols  showing  the  history  of  the  lot 
and  the  results  of  all  of  the  tests  which  were  car- 
ried out  by  the  manufacturer. 

§  73.135   Equivalent  methods. 

The  provisions  of  §  73.105,  permitting  modifica- 
tions in  methods  if  found  equivalent  in  assuring 
safety,  purity,  and  potency,  shall  be  applicable  to 
the  additional  standards  relating  to  adenovirus 
vaccine  (§§73.130  to  73.134,  inclusive). 

Additional  Standards  :  Measles  Virus  Vaccine, 
LrvB,  Attenuated 

§  73.140   The  product. 

(a)  Proper  name  and  definition.  The  proper 
name  of  this  product  shall  be  Measles  Virus  Vac- 
cine, Live,  Attenuated,  which  shall  consist  of  a 
preparation  of  live,  attenuated,  measles  virus. 

(b)  ^  Criteria  for  acceptable  strains  of  attenu- 
ated measles  virus.  Strains  of  attenuated  measles 
virus  used  in  the  manufacture  of  vaccine  shall  be 
identified  by  (1)  historical  records  including 
origin  and  manipulation  during  attenuation,  (2) 
antigenic  specificity  as  measles  virus  as  demon- 
strated by  tissue  culture  neutralization  tests. 
Strains  used  for  the  manufacture  of  Measles  Virus 
Vaccine,  Live,  Attenuated,  shall  have  been  shown 
to  be  safe  and  potent  in  man  by  field  studies  with 
experimental  vaccines.  Vaccine  prepared  from 
measles  virus  sti'ains  propagated  in  chick  embryo 
or  canine  renal  tissue  cultures  shall  have  been 
demonstrated  as  safe  and  potent  in  at  least  10,000 
suspectible  persons.  Susceptibility  shall  be  shown 
by  the  absence  of  neutralizing  or  other  antibodies 
against  measles  virus,  or  by  other  appropriate 
methods.  Vaccine  prepared  from  measles  virus 
strains  propagated  in  canine  renal  tissue  cultures 
shall  also  have  been  demonsitrated  to  be  free  from 
harmful  effects  in  not  less  than  100,000  persons. 
Seed  virus  used  for  vaccine  manufacture  shall  be 
free  of  all  demonstrable  extraneous  viable  mi- 
crobial agents. 

(c)  *  Neurovirulence  safety  test  of  the  virus  seed 
strain  in  monkeys — (1)  The  test.  A  demonstra- 
tion shall  be  made  in  monkeys  of  the  lack  of  neuro- 
tropic properties  of  the  seed  strain  of  attenuated 
measles  virus  used  in  manufacture  of  measles  virus 

3 Sec.  73.140(b)  amended  October  22,  1963,  28  FR  11269. 
*  Sec.  73.140(c)  (1)  amended  November  2,  1966,  31  FR  14000,  to 
become  effective  December  2,  1966. 
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vaccine.  For  this  purpose,  vaccine  from  each  of 
the  five  consecutive  lots  (§73.145)  used  by  the 
manufacturer  to  establish  consistency  of  manu- 
facture of  the  vaccine,  shall  be  tested  for  neuro- 
virulence  in  the  following  manner: 

Samples  of  each  of  the  five  lots  of  vaccine  shall  be 
tested  in  measles  susceptible  monkeys.  Immediately  prior 
to  initiation  of  a  test  each  monkey  shall  have  been  shown 
to  be  serologically  negative  for  neutralizing  antibodies 
by  means  of  a  tissue  culture  neutralization  test  with 
undiluted  serum  from  each  monkey  tested  at  approxi- 
mately 100  TCIDoo  of  Edmonston  strain  measles  virus,  or 
negative  for  measles  virus  antibodies  as  demonstrated  by 
tests  of  equal  sensitivity.  Each  lot  of  vaccine  shall  be 
tested  in  ten  monkeys  by  the  intracerebral  inoculation  of 
0.5  ml.  into  the  thalamic  region  of  each  hemisphere  and 
an  inoculation  of  0.25  ml.  intracisternally.  The  combined 
dose  of  measles  virus  inoculated  into  the  central  nervous 
system  of  each  monkey  shall  be  no  less  than  the  equivalent 
of  1,000  TGID50  of  the  NIH  standard  ( §  73.141  (d) ) .  The 
monkeys  shall  be  observed  for  17  to  21  days  and  symp- 
toms of  paralysis  as  well  as  other  evidences  of  neuro- 
logical disorders  shall  be  recorded.  The  test  must  be  re- 
peated if  more  than  20  percent  of  a  group  of  monkeys  die 
from  nonspecific  causes.  Animals  which  die  within  the 
first  48  hours  of  initiation  of  the  test  may  be  replaced. 
At  the  end  of  the  observation  period  each  surviving 
monkey  shall  (a)  be  bled  and  the  serum  tested  for  evi- 
dence of  serum  antibody  conversion  to  measles  virus  and 
(b)  he  autopsied  and  histopathological  sections  prepared 
of  appropriate  areas  of  the  brain  and  spinal  cord,  and 
the  sections  examined  microscopically  for  evidence  of  cen- 
tral nervous  system  involvement. 

(2)  Wild  vinos  controls.  As  a  check  against 
the  inadvertent  introduction  of  wild  measles 
virus,  at  least  four  uninoculated  measles  suscep- 
tible control  monkeys  shall  be  maintained  as  either 
cage  mates  to,  or  within  the  same  immediate  area 
of,  the  ten  inoculated  test  animals  for  each  lot 
of  vaccine  for  the  entire  period  of  observation 
(17-21  days)  and  an  additional  ten  days.  Serum 
samples  from  these  control  contact  monkeys  drawn 
at  the  time  of  seed  virus  inoculation  of  the  test 
animals,  and  again  after  completion  of  the  test, 
shall  be  shown  to  be  free  of  measles  neutralizing 
antibodies. 

(3)  Test  results,  (i)  For  each  lot  of  vaccine 
under  test,  at  least  80  percent  of  the  monkeys  must 
show  measles  antibody  serological  conversion 
(1 :  4  or  greater)  and  the  control  contact  monkeys 
must  demonstrate  no  immunological  response  in- 
dicative of  measles  virus  infection. 

(ii)  The  measles  virus  seed  has  acceptable 
neurovirulence  properties  for  use  in  vaccine  manu- 


facture if  for  each  of  the  five  lots  (a)  80  percent 
of  the  monkeys  survive  the  observation  period  and 

(b)  there  is  no  clinical  or  histopathological  evi- 
dence of  central  nervous  system  involvement  at- 
tributable to  the  inoculated  virus. 

(4)  New  seed  lots — test  for  neurovirulence. 
The  neurovirulence  properties  of  each  new  seed 
shall  be  tested  as  prescribed  in  this  paragraph 

(c)  .  Only  seed  lots  which  meet  the  neuroviru- 
lence requirement  shall  be  used  for  Measles  Virus 
Vaccine  manufacture.  The  test  need  not  be  re- 
peated as  long  as  the  same  seed  lot  of  virus  is  used. 

§73.141   Manufacture   of   Live,  Attenuated 
Measles  Virus  Vaccine.^ 

(a)  Virus  cultures.  Virus  shall  be  propagated 
in  chick  embryo  tissue  cultures  or  canine  renal 
tissue  cultures. 

(b)  Virus  propagated  in  chich  embryo  tissue 
cultures.  Embryonated  chicken  eggs  used  as  the 
source  of  chick  embryo  tissue  for  the  propagation 
of  measles  virus  shall  be  derived  from  flocks  cer- 
tified to  be  free  of  Salmonella  pullorum,  avian 
tuberculosis,  fowl  pox,  Rous  sarcoma,  avian  leu- 
cosis and  other  adventitious  agents  pathogenic  for 
chickens.  If  eggs  are  procured  from  flocks  that 
are  not  so  certified,  tests  shall  be  performed  to 
demonstrate  freedom  of  the  vaccine  from  such 
agents.  (See  §  73.142(a)  (8)  for  test  for  avian 
leucosis.) 

(c)  Virus  propagated  in  canine  renal  tissue  cul- 
tures. Only  dogs  in  overt  good  health  which  have 
been  maintained  in  quarantine  in  vermin-proof 
quarters  for  a  minimum  of  six  months,  having  had 
no  exposure  to  other  dogs  or  animals  throughout 
the  quarantine  period,  or  dogs  born  to  dogs  while 
so  quarantined,  provided  the  progeny  have  been 
kept  in  the  same  type  of  quarantine  continuously 
from  birth,  shall  be  used  as  a  source  of  kidney 
tissue  for  the  propagation  of  measles  virus. 

(1)  Dogs  used  for  experimental  purposes. 
Dogs  that  have  been  used  previously  for  experi- 
mental or  testing  purposes  with  microbiological 
agents  shall  not  be  used  as  a  source  of  kidney 
tissue  in  the  manufacture  of  vaccine. 

(2)  Quarantine  and  necropsy.  Each  dog  shall 
be  examined  periodically  during  the  quarantine 

1  Sec.  73.141(a)  amended,  new  (b)  and  (c)  added,  and  amended, 
and  old  (b)  through  (f),  redesignated  as  (d)  through  (h),  Octo- 
ber 22,  1963,  28  FR  11269. 


(41) 


SEC.  73.142 


PHS  REGULATIONS 


HEW-PHS-SG 


period  as  well  as  at  the  time  of  necropsy  under 
the  direction  of  a  qualified  pathologist,  physician 
or  veterinarian  having  experience  with  diseases  of 
dogs,  for  the  presence  of  signs  or  symptoms  of  ill 
health,  particularly  for  evidence  of  tuberculosis, 
infectious  canine  hepatitis,  canine  distemper, 
rabies,  leptospirosis,  and  other  diseases  indigenous 
to  dogs.  If  there  are  any  such  signs,  symptoms,  or 
other  significant  pathological  lesions  observed, 
tissue  from  such  animals  shall  not  be  used  in  the 
manufacture  of  Measles  Virus  Vaccine,  Live, 
Attenuated. 

(d)  NIH  reference  measles  virus.  An  NIH 
Reference  Measles  Virus,  Live,  Attenuated,  shall 
be  obtained  from  the  Division  of  Biologies  Stand- 
ards as  a  control  for  correlation  of  virus  titers. 

(e)  Passage  of  vims  strain  in  vaccine  manufac- 
ture. Virus  in  the  final  vaccine  shall  represent  no 
more  than  ten  tissue  culture  passages  beyond  the 
passage  used  to  perform  the  clinical  trials  (§  73.140 
(b) )  which  qualified  the  manufacturers'  vaccine 
strain  for  license. 

(f )  Tissue  culture  preparation.  Only  primary 
cell  tissue  cultures  shall  be  used  in  the  manufacture 
of  Measles  Virus  Vaccine.  Continuous  cell  lines 
shall  not  be  introduced  or  propagated  in  Measles 
Virus  Vaccine  manufacturing  areas. 

(g)  Control  vessels.  (1)  From  the  tissue  used 
for  the  preparation  of  tissue  cultures  for  growing 
attenuated  measles  virus,  an  amount  of  processed 
cell  suspension  equivalent  to  that  used  to  prepare 
500  ml.  of  tissue  culture  shall  be  used  to  prepare 
uninfected  tissue  control  materials.  This  mate- 
rial shall  be  distributed  in  control  vessels  and  ob- 
served microscopically  for  a  period  of  no  less  than 
14  days  beyond  the  time  of  inoculation  of  the  pro- 
duction vessels  with  measles  virus ;  but  if  the  pro- 
duction vessels  are  held  for  use  in  vaccine  manu- 
facture for  more  than  14  days,  the  control  vessels 
shall  be  held  and  observed  for  the  additional 
period.  At  the  end  of  the  observation  period  or 
at  the  time  of  virus  harvest,  whichever  is  later, 
fluids  from  the  control  cultures  shall  be  tested  for 
the  presence  of  adventitious  agents  as  follows : 

Samples  of  fluid  from  each  control  vessel  shall 
be  collected  at  the  same  time  as  fluid  is  harvested 
from  the  corresponding  production  vessels.  If 
multiple  virus  harvests  are  made  from  the  same 
cell  suspension,  the  control  samples  for  each 
harvest  shall  be  frozen  and  stored  at  —  60°C.  until 


the  last  viral  harvest  for  that  cell  suspension  is 
completed.  The  fluid  from  all  the  control  samples 
from  that  suspension  shall  be  pooled  in  propor- 
tionate amounts  and  at  least  five  ml,  inoculated 
into  human  and  simian  cell  tissue  culture  systems 
and  in  the  tissue  culture  system  used  for  virus 
production.  The  cultures  shall  be  observed  for 
the  presence  of  changes  attributable  to  growth  of 
adventitious  viral  agents  including  hemadsorption 
viral  agents. 

(2)  The  cell  sheets  of  one  quarter  to  one  third  of 
the  control  vessels  shall  be  examined  at  the  end  of 
the  observation  period  ( 14  days  or  longer)  for  the 
presence  of  hemadsorption  viruses  by  the  addition 
of  guinea  pig  red  blood  cells.  If  the  chick  embryo 
cultures  were  not  derived  from  a  certified  source 
(§  73.141(b)),  the  remaining  tissue  culture  con- 
trols may  be  used  to  test  for  avian  leucosis  virus 
using  either  Rubin's  procedure  for  detecting  Re- 
sistance Inducing  Factor  (RIF)  or  a  method  of 
equivalent  effectiveness. 

(3)  The  test  is  satisfactory  only  if  there  is  no 
evidence  of  adventitious  viral  agents  and  if  at 
least  80  percent  of  the  control  vessels  are  available 
for  observation  at  the  end  of  the  observation 
period  (14  days  or  longer) . 

(h)  Test  samples.  Samples  of  virus  harvests 
or  pools  for  testing  by  inoculation  into  animals, 
into  tissue  culture  systems,  into  embryonated  hens' 
eggs,  and  into  bacteriological  media,  shall  be  with- 
drawn immediately  after  harvesting  or  pooling 
but  prior  to  freezing  except  that  samples  of  test 
materials  frozen  immediately  after  harvesting  or 
pooling  and  maintained  at  —60°  C.  or  below,  may 
be  tested  upon  thawing,  provided  no  more  than 
two  freeze-thaw  cycles  are  employed.  The  re- 
quired tests  shall  be  initiated  without  delay  after 
thawing. 

§73.142   Test  for  safety. 

(a)^  Tests  prior  to  clarification  of  vaccine 
manufactured  in  chich  embryo  tissue  cultures. 
Prior  to  clarification,  the  following  tests  shall  be 
performed  on  each  virus  pool  of  chick  embryo 
tissue  culture : 

(1 )  Inoculation  of  adult  mice.  Each  of  at  least 
20  adult  mice  each  weighing  15-20  grams  shall  be 
inoculated  intraperitoneally  with  0.5  ml.  and  intra- 

1  Sec.  73.142(a)  amended,  new  (b)  added  and  old  (b)  and  (c) 
redesignated  as  (c)  and  (d),  October  22,  1963,  28  FR  11269. 
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cerebrally  with  0.03  ml.  amounts  of  each  virus  pool 
to  be  tested.  The  mice  shall  be  observed  for  21 
days.  Each  mouse  that  dies  after  the  first  24 
hours  of  the  test,  or  is  sacrificed  because  of  illness, 
shall  be  necropsied  and  examined  for  evidence  of 
viral  infection  by  direct  observation  and  subinocu- 
lation  of  appropriate  tissue  into  at  least  five  addi- 
tional mice  which  shall  be  observed  for  21  days. 
The  virus  pool  may  be  used  only  if  at  least  80  per- 
cent of  the  original  group  of  mice  remain  healthy 
and  survive  the  observation  period  and  if  none  of 
the  mice  show  evidence  of  a  transmissible  agent  or 
other  viral  infection,  other  than  measles  virus, 
attributable  to  the  vaccine. 

(2)  Inoculation  of  sucMing  mice.  Each  of  at 
least  20  suckling  mice  less  than  24  hours  old  shall 
be  inoculated  intracerebrally  with  0.01  ml.  and 
intraperitoneally  with  0.1  ml.  of  the  virus  pool  to 
be  tested.  The  mice  shall  be  observed  daily  for  at 
least  14  days.  Each  mouse  that  dies  after  the  first 
24  hours  of  the  test,  or  is  sacrificed  because  of  ill- 
ness, shall  be  necropsied  and  examined  for  evi- 
dence of  viral  infection.  Such  examination  shall 
include  subinoculation  of  appropriate  tissue  sus- 
pensions into  an  additional  group  of  at  least  five 
suckling  mice  by  intracerebral  and  intraperitoneal 
routes  and  observed  daily  for  14  days.  In  addi- 
tion, a  blind  passage  shall  be  made  of  a  single  pool 
of  the  emulsified  tissue  (minus  skin  and  viscera) 
of  all  mice  surviving  the  original  14-day  test.  The 
virus  pool  is  satisfactory  for  Measles  Virus  Vac- 
cine only  if  at  least  80  percent  of  the  original  in- 
oculated mice  remain  healthy  and  survive  the 
entire  observation  period,  and  if  none  of  the  mice 
used  in  the  test  show  evidence  of  a  transmissible 
agent  or  viral  infection,  other  than  measles  virus, 
attributable  to  the  vaccine. 

(3)  Inoculation  of  monkey  tissue  cell  cultures. 
A  volimie  of  virus  suspension  of  each  undiluted 
virus  pool,  equivalent  to  at  least  500  human  doses 
or  50  ml.,  whichever  represents  a  greater  volume, 
shall  be  tested  for  adventitious  agents  in  cercopi- 
thecus  monkey  kidney  tissue  culture  preparations, 
after  neutralization  of  the  measles  virus  by  a  high 
titer  antiserum  of  nonhuman,  nonsimian,  and  non- 
chicken  origin.  The  immunizing  antigen  used  for 
the  preparation  of  the  measles  antiserum  shall  be 
grown  in  tissue  culture  cells  that  shall  be  free  of 
extraneous  viruses  which  might  elicit  antibodies 
that  could  inhibit  growth  of  extraneous  viruses 


present  in  the  measles  virus  pool.  The  tissue  cul- 
ture of  the  virus  pool  shall  be  observed  for  no  less 
than  14  days.  The  virus  pool  is  satisfactory  for 
measles  virus  vaccine  only  if  all  the  tissue  culture 
tests  fail  to  show  evidence  of  any  extraneous  trans- 
missible agent  other  than  measles  virus  attribut- 
able to  the  vaccine. 

(4)  Inoculation  of  other  cell  cultures.  The 
measles  virus  pool  shall  be  tested  in  the  same  man- 
ner as  prescribed  in  subparagraph  (3)  in  rhesus  or 
cynomolgus  monkey  kidney,  chick  embryo,  and 
human  tissue  cell  cultures. 

(5)  Inoculation  of  emhryonated  chicken  eggs. 
A  volume  of  virus  suspension  of  each  undiluted 
virus  pool,  equivalent  to  at  least  100  doses  or  10 
ml.,  whichever  represents  a  greater  volume,  after 
neutralization  of  the  measles  virus  by  a  high  titer 
antiserum  of  nonhuman,  nonsimian,  nonchicken 
origin,  shall  be  tested  in  emhryonated  eggs  by  the 
allantoic  cavity  "route  of  inoculation  and  a  sepa- 
rate group  tested  by  the  yolk  sac  rout  of  inocula- 
tion, using  0.5  ml.  of  inoculum  per  egg.  The  virus 
pool  is  satisfactory  if  there  is  no  evidence  of 
adventitious  agents. 

(6)  Test  for  Pleuropneumonia-like  Organisms 
{PPLO  {Mycoplasma)).  Each  chick  virus  pool 
shall  be  tested  for  the  presence  of  PPLO  (Myco- 
plasma). Samples  of  the  virus  for  this  test  shall 
be  stored  either  (i)  at  2-5°  C.  for  not  longer  than 
24  hours,  or  (ii)  at  —20°  C.  or  lower  if  stored  for 
longer  than  24  hours.  The  PPLO  test  shall  be  per- 
formed both  on  samples  of  viral  harvests  and  con- 
trol fluids  as  follows :  No  less  than  2.0  ml.  of  a 
sample  shall  be  inoculated  in  no  less  than  0.1  ml. 
amounts  evenly  distributed  over  the  surface  of  20 
agar  plrtes.  No  less  than  1.0  ml.  of  sample  shall 
be  inoculated  into  each  of  four  tubes  of  10  ml. 
each  of  broth.  Ten  agar  plates  and  two  tube  cul- 
tures shall  be  incubated  aerobically  at  36°  C.  ±  1° 
C.  and  the  remaining  agar  plates  and  tube  cultures 
shall  be  incubated  anaerobically  at  36°  C.  ±1°  C. 
in  an  environment  of  5%  CO2  and  95%  N^.  The 
aerobic  broth  cultures  shall  be  incubated  for  no 
less  than  three  days  and  no  more  than  five  days, 
at  which  time  0.5  ml.  from  each  of  two  tubes  shall 
be  combined  and  the  1.0  ml.  subinoculated  to  ten 
additional  agar  plates.  The  anaerobic  broth  cul- 
tures shall  be  tested  in  the  same  manner.  All 
inoculated  agar  plate  cultures  shall  be  incubated 
for  no  less  than  14  days  when  observation  for 
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PPLO  growth  shall  be  made  at  a  magnification  of 
no  less  than  300X.  If  the  Dienes  Methylene  Blue- 
Azure  dye  or  equivalent  staining  procedure  is 
used,  no  less  than  a  one  square  cm.  plug  of  the  agar 
shall  be  excised  from  the  inoculated  area  and  ex- 
amined for  the  presence  of  PPLO  colonies.  Con- 
trol cultures  of  known  strains  of  PPLO  shall  be 
included  in  the  test.  Identification  of  the  PPLO 
shall  be  made  by  comparison  of  the  growth  ob- 
tained from  the  test  sample  with  the  controls,  with 
respect  to  typical  colonial  and  microscopic  mor- 
phology. The  virus  pool  is  satisfactory  for 
measles  virus  vaccine  only  if  none  of  the  tests  on 
the  samples  of  viral  harvests  show  evidence  of  the 
presence  of  the  Pleuropneumonia-like  organism 
(Mycoplasma). 

(7)  Bacteriological  tests.  Each  virus  pool 
shall  be  tested  for  sterility  in  accordance  with 
§  73.73.  In  addition  each  virus  pool  shall  be 
tested  for  the  presence  of  M.  tuberculosis,  both 
avian  and  human,  by  appropriate  culture  methods. 

(8)  Test  for  aviam.  leucosis.  If  the  cultures 
were  not  derived  from  a  certified  source 
(§  73.141(b) ),  and  the  control  fluids  were  not 
tested  for  avian  leucosis  (§  73.141(g) ),  at  least 
500  doses  or  50  ml.,  whichever  represents  a  greater 
volume  of  each  undiluted  vaccine  pool,  shall  be 
tested  and  found  negative  for  avian  leucosis,  using 
either  Rubin's  procedure  for  detecting  Resistance 
Inducing  Factor  (RIF)  or  another  method  of 
equivalent  effectiveness. 

(b)  ^  Tests  prior  to  clarif,cation  of  vaccine  manu- 
factured in  canine  renal  tissus  cultures.  Prior  to 
clarification  the  following  tests  shall  be  per- 
formed on  each  virus  pool  of  canine  renal  tissue 
culture : 

(1)  Inoculation  of  adult  mice.  Virus  grown 
in  canine  renal  tissue  cultures  shall  be  tested  in 
adult  mice,  as  prescribed  in  paragraph  (a)  (1)  of 
this  section  for  virus  giown  in  chick  embryo  tis- 
sue cultures.  Test  result  standards  are  those  pre- 
scribed therein. 

(2)  Inoculation  of  suckling  mice.  Each  of  at 
least  20  suckling  mice  less  than  24  hours  old  shall 
be  inoculated  intracerebrally  with  0.01  ml.  and 
intraperitoneally  with  0.1  ml.  of  the  canine  renal 
tissue  culture  virus  pool  to  be  tested.  The  mice 
shall  be  observed  daily  for  at  least  28  days.  Each 

1  Sec.  73.142(a)  amended,  new  (b)  added  and  old  (b)  and  (c) 
redesignated  as  (c)  and  (d),  October  22,  1963,  28  FR  11269. 


mouse  that  dies  after  the  first  48  hours  of  the  test, 
or  is  sacrificed  because  of  illness,  shall  be 
necropsied  and  all  areas  examined  for  evidence 
of  viral  infection.  Such  examination  shall  in- 
clude subinoculation  of  appropriate  tissue  sus- 
pensions into  an  additional  group  of  at  least  five 
suckling  mice  by  intracerebral  and  intraperitoneal 
routes  and  observed  daily  for  28  days.  The  virus 
pool  is  satisfactory  for  Measles  Virus  Vaccine 
only  if  at  least  80  percent  of  the  originally  inocu- 
lated mice  remain  healthy  and  survive  the  entire 
observation  period,  and  if  none  of  the  mice  used 
in  the  test  show  evidence  of  having  been  infected 
with  rabies  virus  or  any  other  transmissible  agent! 
or  viral  infection  other  than  measles  virus. 

(3)  Inoculation  of  monkey  tissue  cell  cultures. 
Virus  grown  in  canine  renal  tissue  cultures  shall 
be  tested  in  monkey  tissue  cell  cultures  as  pre- 
scribed in  paragraph  (a)  (3)  of  this  section  for 
virus  grown  in  chick  embryo  tissue  cultures.  Test 
result  standards  are  those  prescribed  therein. 

(4)  Inoculation  of  other  cell  cultures.  Virus 
grown  in  canine  renal  tissue  cultures  shall  be 
tested  in  rhesus  or  cynomolgus  monkey  kidney 
tissue,  canine  renal  tissue  and  human  tissue  cell 
cultures  as  prescribed  in  paragraph  (a)  (3)  of  this 
oection  for  testing  virus  grown  in  chick  embryo 
tissue  culture  in  cercopithecus  monkey  kidney  tis- 
sue culture  preparations.  Test  result  standards 
are  those  prescribed  therein. 

(5)  Inoculation  of  emhryonated  eggs.  Virus 
grown  in  canine  renal  tissue  cultures  shall  be  tested 
in  embryonated  eggs  as  prescribed  in  paragraph 
(a)  (5)  of  this  section  for  virus  grown  in  chick 
embryo  tissue  cultures.  Test  result  standards 
are  those  prescribed  therein. 

(6)  Test  for  Pleuropneumonia-like  organisms. 
{PPLO).  {Mycoplasma).  Virus  grown  in  ca- 
nine renal  tissue  cultures  shall  be  tested  for 
Pleuropneumonia-like  organisms  as  prescribed  in 
paragraph  (a)  (6)  of  this  section  for  virus  grown 
in  chick  embryo  tissue  cultures.  Test  result  stand- 
ards are  those  prescribed  therein. 

(7)  Bacteriological  test.  Each  virus  pool  shall 
be  tested  for  sterility  -in  accordance  with  §  73.73. 
In  addition  each  virus  pool  shall  be  tested  for  M. 
tuberculosis,  human,  by  appropriate  culture 
methods. 

(8)  Tests  for  adventitious  agents.  Each  virus 
pool  shall  be  tested  for  the  presence  of  such  adven- 
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titious  agents  as  canine  distemper  virus,  canine 
hepatitis  virus,  leptospira  and  toxoplasma  and  the 
following  fungi:  coccidiomyces,  histoplasma  and 
blastomyces.  The  virus  pool  is  satisfactory  only 
if  the  results  of  all  tests  show  no  evidence  of  any 
extraneous  agent  attributable  to  the  canine  renal 
tissue  or  the  vaccine. 

(c)  ^  Clarification.  After  harvesting  and  re- 
moval of  samples  for  testing  as  prescribed  above 
in  this  section,  the  virus  fluids  shall  be  clarified 
by  centrifugation,  by  passage  through  filters  of 
sufficiently  small  porosity,  or  by  any  other  method 
that  will  assure  removal  of  all  intact  tissue  cells 
which  may  have  been  collected  in  the  harvesting 
process. 

(d)  ^  Test  after  clarificaticm — Neurovirulence 
safety  test  vn  rrwnkeys  for  neurotropic  agents. 
Before  final  dilution  for  standardization  for  live 
measles  virus  content  each  lot  of  measles  virus 
vaccine  shall  be  tested  for  neurotropic  agents  fol- 
lowing the  procedure  prescribed  in  §  73.102(e), 
except  that  antibody  determinations  for  measles 
need  not  be  performed,  the  test  shall  be  performed 
before  the  product  is  placed  in  final  containers 
and  prior  to  the  addition  of  an  adjuevant,  and  that 
symptoms  suggestive  of  any  neurotropic  agent, 
rather  than  those  specifically  suggestive  of  polio- 
myelitis, shall  be  recorded  during  the  observation 
of  17  to  19  days.  The  lot  is  satisfactory  only  if 
the  histological  and  other  studies  produce  no 
clinical  or  histological  evidence  of  central  nervous 
system  involvement  attributable  to  the  presence 
of  a  neurotropic  agent  in  the  vaccine. 

§73.143   Potency  test. 

The  concentration  of  live  measles  virus  shall 
constitute  the  measure  of  potency.  The  titration 
shall  be  performed  in  a  suitable  cell  culture  sys- 
tem, free  of  wild  viruses,  using  either  the  NIH 
reference  measles  virus,  live,  attenuated  or  a  cali- 
brated equivalent  strain  as  a  titration  control. 
The  concentration  of  live  measles  virus  contained 
in  the  vaccine  of  each  lot  under  test  shall  be  no 
less  than  the  equivalent  of  1,000  TCID50  of  the 
NIH  reference  per  human  dose. 

§  73.144   General  requirements. 

(a)  Final  container  tests.  Tests  shall  be  made 
on  final  containers  for  safety,  sterility  and  iden- 

1  Sec.  73.142(a)  amended,  new  (b)  added  and  old  (b)  and  (c) 
redesignated  as  (c)  and  (d),  October  22,  1963,  FR  11269. 


tity  as  prescribed  in  §§  73.72,  73.73,  and  73,75,  re- 
spectively, except  that  an  immunological  and  viro- 
logical  identity  test  need  not  be  performed  on  the 
final  container  if  it  was  performed  on  each  pool 
or  the  bulk  vaccine  prior  to  filling. 

(b)  Extraneous  protein.  Extraneous  protein, 
capable  of  producing  allergenic  effects  on  injection 
into  human  subjects,  shall  not  be  added  to  the 
vaccine  at  any  time.  If  animal  serum  is  used  at 
any  manufacturing  stage,  its  calculated  concentra- 
tion in  the  final  medium  shall  not  exceed 
1 : 1,000,000. 

(c)  Antibiotics.  Virus  for  manufacturing  vac- 
cine may  be  grown  in  a  medium  containing  min- 
imum concentrations  of  suitable  antibiotics  except 
that  penicillin  shall  not  be  used  in  the  tissue  cul- 
ture medium  or  added  to  the  final  product. 

(d)  Dose.  These  standards  are  based  on  an 
individual  human  immunizing  dose  of  no  less  than 
1,000  TCID50  of  Measles  Virus  Vaccine,  Live,  At- 
tenuated, expressed  in  terms  of  the  assigned  titer 
of  the  NIH  reference  measles  virus. 

(e)  ^  Labeling.  Labeling  shall  be  in  compliance 
with  §§  73.50  to  73.55  inclusive,  and  the  label  or 
a  package  enclosure  shall  state  the  identification 
and  source  of  the  virus  contained  in  the  vaccine 
and  the  cell  culture  medium  in  which  the  virus 
was  propagated.  Single  dose  container  labeling 
for  vaccine  which  is  not  protected  against  photo- 
chemical deterioration  shall  include  a  statement 
cautioning  against  exposure  to  sunlight. 

(f )  2  Dried  vaccine.  Measles  Vaccine,  Live,  At- 
tenuated, may  be  dried  immediately  after  comple- 
tion of  processing  to  final  bulk  material  and  stored 
in  the  dried  state,  provided  its  residual  moisture 
and  other  volatile  substances  content  is  not  in  ex- 
cess of  2  percent,  as  provided  in  §  73.74(a). 

(g)  ^  Photochemical  deterioration;  protection. 
Vaccine  in  multiple  dose  final  containers  shall  be 
protected  against  photochemical  deterioration. 
Such  containers  may  be  colored,  or  outside  color- 
ig  or  protective  covering  may  be  used  for  this  pur- 
pose, provided  (1)  the  method  used  is  shown  to 
provide  the  required  protection,  and  (2)  visible 
examination  of  the  contents  is  not  precluded.  Vac- 
cine in  single  dose  containers  may  be  protected 
in  the  same  manner  provided  the  same  conditions 
are  met. 

(h)  ^  Samples  and  protocols.    For  each  lot  of 

2  Sec.  73.144  amended  by  redesignating  paragraph  (f )  as  para- 
graph (h),  amending  paragraph  (e),  and  adding  new  paragraphs 
(f)  and  (g)  November  2,  1966,  31  F.R.  14000,  to  become  ef- 
fective December  2,  1966. 
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vaccine,  the  following  materials  shall  be  submitted 
to  the  Director,  Division  of  Biologies  Standards, 
National  Institutes  of  Health,  Bethesda,  Mary- 
land 20014: 

(1)  Protocols  showing  the  history  of  manufac- 
ture of  each  lot  of  vaccine,  and  all  results  of  all 
tests  prescribed  in  these  additional  standards. 

(2)  A  total  of  no  less  than  a  500  ml.  sample  of 
bulk  vaccine  or  an  equivalent  sample  prior  to 
addition  of  any  preservative,  stabilizer  or  adju- 
vant, in  the  frozen  state  ( —  60°  C.)  prior  to  filling 
into  final  containers. 

(3)  A  total  of  no  less  than  200  recommended 
human  doses  of  the  vaccine  in  final  labeled  con- 
tainers. 

§73.145   Clinical  trials  to  qualify  for  license. 

To  qualify  for  license,  the  antigenicity  of  the 
vaccine  shall  have  been  determined  by  clinical 
trials  of  adequate  statistical  design,  by  subcutane- 
ous administration  of  the  product.  Such  clinical 
trials  shall  be  conducted  with  five  consecutive  lots 
of  measles  virus  vaccine  which  have  been  manu- 
factured by  the  same  methods,  each  of  which  has 
shown  satisfactory  results  in  all  prescribed  tests. 
There  shall  be  a  demonstration  under  circum- 
stances wherein  adequate  clinical  and  epidemio- 
logical surveillance  of  illness  has  been  maintained 
to  show  that  the  Measles  Virus  Vaccine,  when 
administered  as  recommended  by  the  manufac- 
turer— i.e.,  either  with  or  without  human  gamma 
globulin — is  free  of  harmful  effect  upon  admin- 
istration to  approximately  1,000  susceptible  indi- 
viduals, in  that  there  were  no  detectable  neutraliz- 
ing antibodies  before  vaccination  and  there  was 
serological  conversion  after  vaccination.  The  five 
lots  of  vaccine  used  to  qualify  for  consistency  of 
vaccine  manufacture  shall  be  distributed  as  evenly 
as  possible  among  the  1,000  individuals  tested. 
Demonstration  shall  be  made  of  immunogenic  ef- 
fect by  the  production  of  specific  measles  neutral- 
izing antibodies  (i.e.,  sero-conversion  less  than 
1 : 4  to  1 :  8  or  greater)  in  at  least  90  percent  of 
each  of  the  five  groups  of  measles  susceptible  indi- 
viduals, each  having  received  the  parenteral  ad- 
ministration of  a  virus  vaccine  does  which  is  not 
greater  than  that  which  was  demonstrated  to  be 
safe  in  field  studies  (§  73.140(b))  when  used 
under  comparable  conditions. 


§  73.146   Equivalent  methods. 

Modifications  of  any  particular  manufacturing 
method  or  process  or  the  conditions  under  which 
it  is  conducted  as  set  forth  in  the  additional  stand- 
ards relating  to  Measles  Virus  Vaccine,  Live,  At- 
tenuated, shall  be  permitted  whenever  the  manu- 
facturer presents  evidence  that  demonstrates  the 
modification  will  provide  assurances  of  the  safety, 
purity,  and  potency  of  the  vaccine  that  are  equal 
to  or  greater  than  the  assurances  provided  by  such 
standards,  and  the  Surgeon  General  so  finds  and 
makes  such  finding  a  matter  of  official  record. 

Additional  Standards  :  Measles  Virus  Vaccine, 
Inactivated 

§  73.150   The  product. 

(a)  Proper  name  and  definition.  The  proper 
name  of  this  product  shall  be  Measles  Virus  Vac- 
cine, Inactivated.  The  vaccine  shall  consist  of  a 
preparation  of  measles  virus  inactivated  by  an  ap- 
propriate method. 

(b)  ^  Criteria  for  acceptable  strains  of  measles 
virus.  Strains  of  measles  virus  used  in  the  manu- 
facture of  vaccine  shall  be  identified  by  (1)  histori- 
cal records  including  origin  and  manipulation  and 
(2)  antigenic  specificity  as  measles  virus  as  dem- 
onstrated by  tissue  culture  neutralization  tests. 
Strains  used  for  the  manufacture  of  Measles  Virus 
Vaccine,  Inactivated,  shall  have  been  shown  to  be 
safe  and  potent  in  man  by  field  studies  with  ex- 
perimental vaccines.  Vaccine  prepared  from 
measles  virus  strains  propagated  in  chick  embryo 
tissue  cultures,  monkey  kidney  tissue  cultures  or 
canine  renal  tissue  cultures,  shall  have  been  dem- 
onstrated as  safe  and  potent  in  at  least  10,000  sus- 
ceptible persons.  Susceptibility  shall  be  shown 
by  the  absence  of  neutralizing  or  other  antibodies 
against  measles  virus,  or  by  other  appropriate 
methods.  Vaccine  prepared  from  measles  virus 
strains  propagated  in  canine  renal  tissue  cultures 
shall  also  have  been  demonstrated  to  be  free  from 
harmful  effects  in  not  less  than  100,000  persons. 
Seed  virus  used  for  vaccine  manufacture  shall  be 
free  of  all  demonstrable  extraneous  viable  mi- 
crobial agents. 

'  Sec.  73.150(b)  amended  October  22,  1963,  28  FR  11270. 
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§73.151   Manufacture  of  Measles  Virus  Vac- 
cine, Inactivated. 

(a)  ^  Virus  cultures.  Virus  shall  be  propagated 
in.  chick  embryo  tissue  cultures,  monkey  kidney 
tissue  cultures,  or  canine  renal  tissue  cultures. 

(b)  Virus  frofagated  in  chick  embryo  tissue 
cultures.  Embryonated  chicken  eggs  used  as  a 
source  of  chick  embryo  tissue  for  the  propagation 
of  measles  virus  shall  be  derived  from  flocks  cer- 
tified to  be  free  of  Salmonella  pullorum  and  avian 
tuberculosis,  fowl  pox,  Rous  sarcoma,  avian  leuco- 
sis and  other  adventitious  agents  pathogenic  for 
chickens.  If  eggs  are  procured  from  flocks  that 
are  not  so  certified,  tests  shall  be  performed  to 
demonstrate  that  the  virus  pool  be  free  from  such 
agents  prior  to  inactivation. 

(c)  Virus  vaccine  propagated  in  monkey  kidney 
tissue  cultures.  Only  monkeys  in  overt  good 
health,  that  have  reacted  negatively  to  tuberculin 
at  the  start  of  the  prescribed  quarantine  period 
shall  be  used  as  the  source  of  kidney  tissue  for  the 
manufacture  of  Measles  Virus  Vaccine,  Inacti- 
vated. 

(1)  Monkeys  used  for  experimental  purposes. 
Monkeys  that  have  been  used  previously  for  experi- 
mental purposes  with  microbiological  agents  shall 
not  be  used  as  a  source  of  kidney  tissue  for  the 
manufacture  of  vaccine.  Monkeys  that  have  been 
used  previously  for  other  experimental  purposes 
may  be  used  upon  their  return  to  a  normal  condi- 
tion. 

(2)  Quarantine.  Only  monkeys  that  during 
the  quarantine  period,  as  provided  by  §  73.36(f) 
(2),  have  been  tested  with  and  have  reacted  nega- 
tively to  tuberculin  shall  be  used  as  a  source  of 
kidney  tissue  for  vaccine  manufacture. 

(3)  Necropsy.  Each  animal  at  necropsy  shall 
be  examined  under  the  direction  of  a  qualified 
pathologist,  physician  or  veterinarian  having  ex- 
perience with  diseases  of  monkeys  for  the  pres- 
ence of  signs  or  symptoms  of  ill  health,  partic- 
ularly for  (1)  evidence  of  tuberculosis,  (2)  pres- 
ence of  herpes-like  lesions,  including  eruptions  or 
plaques  on  or  around  the  lips,  in  the  buccal  cavity 
or  on  the  gums  and  (3)  signs  of  conjunctivitis.  If 
any  such  signs  or  other  significant  gross  pathologi- 
cal lesions  are  present,  the  kidney  shall  not  be  used 

1  Sec.  73.151(a)  amended,  (d)  through  (f)  redesignated  as  (1) 
through  (3)  ;  new  (d)  added,  and  (g)  through  (k)  redesignated 
as  (e)  through  (i)  October  22,  1963,  28  FR  11270. 


in  the  manufacture  of  Measles  Virus  Vaccine, 
Inactivated. 

(d)  ^  Virus  propagated  in  canine  rental  tissue 
cultu/res.  Only  dogs  in  overt  good  health  which 
have  been  maintained  in  quarantine  in  verim-proof 
quarters  for  a  minimum  of  six  months,  having  had 
no  exposure  to  other  dogs  or  animals  throughout 
the  quarantine  period,  or  dogs  born  to  dogs  while 
so  quarantined,  provided  the  progeny  have  been 
kept  in  the  same  type  of  quarantine  continuously 
from  birth,  shall  be  used  as  a  source  of  kidney  tis- 
sue for  the  propagation  of  measles  virus. 

(1)  Dogs  used  for  experimental  purposes. 
Dogs  that  have  been  used  previously  for  experi- 
mental or  testing  purposes  with  microbiological 
agents  shall  not  be  used  as  a  source  of  kidney 
tissue  in  the  manufacture  of  vaccine. 

(2)  Quarantine  and  necropsy.  Each  dog  shall 
be  examined  periodically  during  the  quarantine 
period  as  well  as  at  the  time  of  necropsy  under 
the  direction  of  a  qualified  pathologist,  physician 
or  veterinarian  having  experience  with  diseases 
of  dogs,  for  the  presence  of  signs  or  symptoms  of 
ill  health,  particularly  for  evidence  of  tubercu- 
losis, infectious  canine  hepatitis,  canine  distemper, 
ra;bies,  leptospirosis,  and  other  diseases  indigenous 
to  dogs.  If  there  are  any  such  signs,  symptoms, 
or  other  significant  pathological  lesions  observed, 
the  kidneys  from  such  animals  shall  not  be  used 
in  the  manufacture  of  Measles  Virus  Vaccine, 
Inactivated. 

(e)  NIH  Reference  Measles  Virus.  The  fol- 
lowing NIH  reference  viruses  shall  be  obtained 
from  the  Division  of  Biologies  Standards : 

(1)  NIH  Reference  Measles  Virus  for  titration. 

(2)  NIH  Reference  Measles  Vaccine  for  po- 
tency testing. 

(f)  Passage  of  virus  strain  in  vaccine  manu- 
facture. Virus  in  the  final  vaccine  shall  repre- 
sent no  more  than  ten  tissue  culture  passages  be- 
yond the  passage  used  to  perform  the  clinical 
trials  which  qualified  the  vaccine  strain  for  license 
(§  73.150(b) ),  and  the  virus  of  that  passage  shall 
represent  vaccine  that  shall  have  met  the  follow- 
ing criteria  of  acceptability : 

(1)  Clinical  safety.  The  vaccine  shall  be  free 
from  harmful  effects.  Freedom  from  harmful  ef- 
fects shall  be  demonstrated  by  administration,  as 
recommended  by  the  manufacturer,  and  while 
maintaining  adequate  clinical  and  epidemiological 
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surveillance  of  illness,  to  approximately  1,000  in- 
dividuals, having  no  detectable  neutralizing  anti- 
bodies before  vaccination  and  showing  serological 
conversion  after  vaccination.  Five  consecutive 
lots  of  vaccine  shall  be  used  to  qualify  the  vac- 
cine for  license  and  shall  be  distributed  as  evenly 
as  possible  among  the  1,000  individuals  tested. 

(2)  Clinical  potency.  The  immunogenic  effect 
(i.e.,  sero-con version  less  than  1:4  to  1:8  or 
greater)  shall  be  demonstrated  in  at  least  90  per- 
cent of  each  of  five  groups  of  measles  susceptible 
individuals,  each  group  receiving  vaccine  from 
one  of  the  five  consecutive  lots  of  vaccine  which 
were  used  to  qualify  the  vaccine  for  license,  and 
each  of  which  shall  have  met  the  safety  stand- 
ards prescribed  in  these  regulations.  The  dose 
of  vaccine  shall  be  no  greater  than  that  which  was 
demonstrated  to  be  safe  pursuant  to  subpara- 
graph (1)  and  the  vaccine  shall  be  used  under 
comparable  conditions. 

(g)  Types  of  tissue  culture  preparation  permis- 
sible. Measles  Virus  Vaccine,  Inactivated,  shall 
be  produced  only  in  primary  cell  tissue  culture. 
Continuous  line  cells  shall  not  be  used  and  shall 
not  be  introduced  into  vaccine  production  areas. 

(h)  Use  of  antibiotics.  Virus  for  manufactur- 
ing vaccine  may  be  grown  in  cultures  which  con- 
tain minimum  concentration  of  suitable  antibiotics 
except  that  penicillin  shall  not  be  used  in  the  tis- 
sue culture  medium  or  added  to  the  final  product. 

(i)  Clarification.  After  harvesting,  the  virus 
fluids  shall  be  clarified  by  centrifugation,  by  pas- 
sage through  filters  of  sufficiently  small  porosity, 
or  by  any  other  method  that  will  assure  removal 
of  all  intact  tissue  cells  which  may  have  been  col- 
lected in  the  harvesting  process. 

§  73.152   Test  for  safety. 

(a)  Test  prior  to  the  inactivation  process. 
Samples  of  virus  pools  for  testing  by  inoculation 
into  animals  or  into  bacteriological  media  shall 
be  withdrawn  immediately  after  pooling  but  prior 
to  freezing  or  further  processing,  and  tested,  prior 
to  the  inactivation  process,  as  provided  in  para- 
graphs (b)  and  (c)  of  this  section  except  that 
samples  of  test  materials  frozen  immediately  after 
pooling  and  maintained  at  —60°  C.  or  below,  may 
be  tested  upon  thawing,  provided  no  more  than 
two  freeze  thaw  cycles  are  employed.    The  re- 


quired tests  shall  be  conducted  without  delay  aft^er 
thawing. 

(1)  Measles  virus  propagated  in  chick  embryo 
tissue,  cultures — (i)  Inoculation  of  adult  mice;  test 
for  adventitious  agents.  Each  chick  embryo  virus 
pool  shall  be  shown  to  be  free  of  contaminating 
agents  pathogenic  for  mice  by  the  intracerebral 
inoculation  of  0.03  ml.  and  intraperitoneal  inocula- 
tion of  0.5  ml.  amounts  of  the  pool  into  each  of 
ten  or  more  adult  mice  (15-20  gms.).  The  mice 
shall  be  observed  for  at  least  21  days.  The  virus 
pool  is  satisfactory  for  measles  virus  vaccine  only 
if  at  least  80  percent  of  the  inoculated  animals 
survive  the  observation  period  and  none  of  the 
animals  inoculated  shows  evidence  of  infection 
with  extraneous  transmissible  agents  attributable 
to  the  vaccine. 

(ii)  Test  for  Pleuropneumonia-like  Organisms 
{PPLO  {Mycoplasma)).  Each  chick  virus  pool 
shall  be  tested  for  the  presence  of  PPLO  (Myco- 
plasma). Samples  of  the  virus  for  this  test  shall 
be  stored  either  (1)  at  2-5°  C.  for  not  longer  than 
24  hours,  or  (2)  at  —20°  C.  or  lower  if  stored  for 
longer  than  24  hours.  The  PPLO  test  shall  be 
performed  both  on  samples  of  viral  harvests  and 
control  fluids  as  follows:  No  less  than  2.0  ml.  of 
the  sample  shall  be  inoculated  in  no  less  than  0.1 
ml.  amounts  evenly  distributed  over  the  surface  of 
20  agar  plates.  No  less  than  1.0  ml.  of  the  sam- 
ple shall  be  inoculated  into  each  of  four  tubes  of 
10  ml.  each  of  broth.  Ten  agar  plates  and  two 
tube  cultures  shall  be  incubated  aerobically  at, 
36°  C.  ±  1°  C.  and  the  remaining  agar  plates  and 
tube  cultures  shall  be  incubated  anaerobically  at 
36°  C.  ±1°  C.  in  an  environment  of  5%  CO2  and 
95%  Ng.  The  aerobic  broth  cultures  shall  be  incu- 
bated for  no  less  than  three  days  and  no  more  than 
five  days  at  which  time  0.5  ml.  from  each  of  the 
two  tubes  shall  be  combined  and  this  1.0  ml.  sub- 
inoculated  in  0.1  ml.  amounts  evenly  distributed 
over  the  surface  of  10  additional  agar  plates.  The 
anaerobic  broth  cultures  shall  be  incubated  and 
subinoculated  in  the  same  manner.  All  inoculated 
agar  plate  cultures  shall  be  incubated  for  no  less 
than  14  days  when  observation  for  PPLO  growth 
shall  be  made  at  a  magnification  of  no  less  than 
300X.  If  the  Dienes  Methylene  Blue- Azure  dye 
or  equivalent  staining  procedure  is  used,  no  less 
than  one  square  cm.  plug  of  the  agar  shall  be 
excised  from  the  inoculated  area  and  examined 
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for  the  presence  of  PPLO  colonies.  Control  cul- 
tures of  known  strains  of  PPLO  shall  be  included 
in  the  test  .  Identification  of  the  PPLO  shall  be 
made  by  comparison  of  the  growth  obtained  from 
the  test  sample  with  the  controls,  with  respect  to 
typical  colonial  and  microscopic  morphology. 
The  virus  pool  is  satisfactory  for  measles  virus 
vaccine  only  if  none  of  the  tests  on  the  samples 
of  viral  harvests  produces  evidence  of  the  pres- 
ence of  the  Pleuropneumonia-like  organism 
(Mycoplasma) . 

(iii)  Bacteriological  tests.  Each  chick  embryo 
virus  pool  shall  be  tested  for  bacteriological  ste- 
rility in  accordance  with  the  procedures  prescribed 
in  §  73.73.  In  addition  each  virus  pool  shall  be 
tested  and  found  negative  for  the  presence  of  M. 
tuberculosis,  both  avian  and  human,  by  appropri- 
ate culture  methods. 

(iv)  Test  for  avian  leucosis.  The  equivalent  of 
at  least  50  doses  of  final  vaccine  from  each  un- 
diluted virus  pool,  or  in  proportionate  amounts 
from  individual  harvests  or  subpools ,  shall  be 
tested  and  found  negative  for  avian  leucosis,  using 
either  Rubin's  procedure  for  detecting  Resistance 
Inducing  Factor  (RIF)  or  a  procedure  of  equiva- 
lent effectiveness.  These  tests  may  be  performed 
on  corresponding  amounts  of  fluids  from  control 
vessels  instead  of  on  the  undiluted  virus  pool  or 
individual  harvests  of  subpools. 

(2)  Measles  vims  propagated  in  monhey  kidney 
tissue  cultures — (i)  Inoculation  of  rabbits;  test  for 
B  virus  and  other  adventitious  agents.  A  mini- 
mum of  100  ml.  of  each  monkey  kidney  virus  pool 
shall  be  tested  by  inoculation  into  at  least  ten 
healthy  rabbits,  each  weighing  1500-2500  grams. 
Each  rabbit  shall  be  injected  intradermally  at  mul- 
tiple sites  with  a  total  of  1.0  ml.  and  subcutane- 
ously  with  9.0  ml.  of  the  virus,  and  the  animals 
observed  for  at  least  three  weeks.  Each  rabbit  that 
dies  after  the  first  24  hours  of  the  test  or  is  sacri- 
ficed because  of  illness  shall  be  necropsied  and  the 
brain  and  organs  removed  and  examined.  The 
virus  pool  may  be  used  for  measles  virus  vaccine 
only  if  at  least  80  percent  of  the  rabbits  remain 
healthy  and  survive  the  entire  period  and  if  none 
of  the  rabbits  used  in  the  test  shows  lesions  of  any 
kind  at  the  sites  of  inoculation  or  shows  evidence 
of  B  virus  or  any  other  transmissible  agent  at- 
tributable to  the  vaccine. 


(ii)  Inoculation  of  adult  mice;  test  for  adventi- 
tious agents.  Each  virus  pool  grown  in  monkey 
kidney  tissue  culture  shall  be  tested  in  adult  mice. 
The  test  shall  be  performed  and  the  results  meas- 
ured against  the  standards  prescribed  in  paragraph 
(a)  (1)  (i)  for  chick  embryo  tissue  culture. 

(iii)  Inoculation  of  guinea  pigs;  tes'.  for  M. 
tuberculosis.  Each  of  at  least  five  guinea  pigs, 
each  weighing  350^50  grams  shall  be  inoculated 
intraperitoneally  with  5.0  ml.  of  the  monkey  kid- 
ney virus  pool  to  be  tested.  The  animals  shall  be 
observed  for  at  least  42  days  for  death  or  signs  of 
disease.  Each  animal  that  dies  after  the  first  24 
hours  of  the  test,  or  is  sacrificed  because  of  illness, 
shall  be  necropsied.  The  tissues  shall  be  examined 
both  microscopically  and  culturally  for  evidence 
of  M.  tuberculosis.  The  virus  pool  is  satisfactory 
for  measles  virus  vaccine  only  if  at  least  80  per- 
cent of  the  original  group  of  guinea  pigs  remain 
healthy  and  survive  the  observation  period,  and 
if  none  of  the  animals  used  in  the  test  shows  evi- 
dence of  infection  with  M.  tuberculosis  or  any  ex- 
traneous transmissible  agent  attributable  to  the 
vaccine. 

(iv)  Bacteriological  tests.  Each  monkey  kid- 
ney virus  pool  shall  be  tested  for  bacteriological 
sterility  in  accordance  with  the  procedures  pre- 
scribed in  §  73.73.  In  addition  each  virus  pool 
shall  be  tested  for  the  presence  of  M.  tuberculosis 
(human)  by  appropriate  culture  methods. 

(v)  Tissue  culture  test  for  SVio.-  Eadh  indi- 
vidual harvest  or  virus  pool,  or  a  pool  of  tissue 
culture  fluids  from  corresponding  control  vessels, 
shall  be  tested  for  the  presence  of  SV40  either  as 
follows  or  by  a  test  producing  equally  reliable  re- 
sults: five  ml.  of  a  measles  virus  pool  shall  be 
neutralized  by  high  titer  antiserum  of  an  origin 
other  than  human,  chicken  or  simian.  The  sample 
shall  be  tested  in  the  same  tissue  culture  system 
used  for  propagating  the  virus  vaccine,  and  in 
primary  cercopithecus  tissue  cultures  or  in  a  cell 
line  of  demonstrated  equal  susceptibility  to  SVio- 
The  tissue  cultures  shall  be  observed  for  at  least  14 
days  and  at  the  end  of  the  observation  period  at 
least  one  subculture  of  fluid  shall  be  made  in  the 
same  tissue  culture  system  and  the  test  continued 
for  an  additional  14  days.  The  virus  harvest  or 
virus  pool  is  satisfactory  for  measles  virus  vaccine 
only  if  the  test  produces  no  evidence  of  the  pres- 
ence of  SV40- 
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(3)^  Measles  virus  propagated  in  canine  renal 
tissue  cultures — (i)  Inoculation  of  adult  mice,'  test 
for  adventitious  agents.  Each  virus  pool  pre- 
pared from  canine  renal  tissue  cultures  shall  be 
shown  to  be  free  from  contaminating  agents  patho- 
genic for  mice  by  the  test  prescribed  in  subpara- 
graph (1)  (i)  of  this  section  for  chick  embryo 
virus  pools.  Test  result  standards  are  those  pre- 
scribed therein. 

(ii)  Inoculation  of  suckling  mice.  Suckling 
mice  shall  be  inoculated  as  prescribed  in  §  73.142 
(b)  (2)  for  virus  (live,  attenuated)  grown  in  ca- 
nine renal  tissue  cultures.  Test  result  standards 
are  those  prescribed  therein. 

(iii)  Inoculation  of  monkey  tissue  cell  cultwres. 
Monkey  tissue  cell  cultures  shall  be  inoculated  as 
prescribed  in  §  Y3.142(a)  (3)  for  virus  (live,  at- 
tenuated) grown  in  chick  embryo  tissue  cultures. 
Test  result  standards  are  those  prescribed  therein. 

(iv)  Inoculation  of  other  cell  cultures.  Virus 
grown  in  canine  renal  tissue  cultures  shall  be  tesited 
in  rhesus  or  cynomolgus  monkey  kidney  tissue, 
canine  renal  tissue  and  human  tissue  cell  cultures 
as  prescribed  in  §  73.142(a)  (3)  for  testing  virus 
grown  in  chick  embryo  tissue  cultures  in  cerco- 
pithecus  monkey  kidney  tissue  culture  prepara- 
tions. Test  result  standards  are  those  prescribed 
therein. 

(v)  Inoculation  of  embryonated  chicken  eggs. 
Embryonated  chicken  eggs  shall  be  inoculated  as 
prescribed  in  §  73.142(a)  (5)  for  virus  (live,  atten- 
uated) grown  in  chick  embryo  tissue  cultures. 
Test  result  standards  are  those  prescribed  therein. 

(vi)  Test  for  Pleuropneumonia-like  orgamsms 
{PPLO)  {Mycoplasma).  The  test  for  Pleuro- 
pneumonia-like organisms  (PPLO)  shall  be  per- 
formed as  prescribed  in  §  73.142(a)  (6)  for  virus 
(live,  attenuated)  grown  in  chick  embryo  tissue 
cultures.  Test  result  standards  are  those  pre- 
scribed therein. 

(vii)  Bacteriological  test.  Each  virus  pool  shall 
be  tested  for  sterility  in  accordance  with  §  73.73. 
In  addition  each  virus  pool  shall  be  tested  for  M. 
tuberculosis,  human,  by  appropriate  culture 
methods. 

(viii)  Test  for  adventitious  agents.  Each  virus 
pool  shall  be  tested  for  the  presence  of  the  ad- 
ventitious agents  enumerated  in  §  73.142(b)  (8) 

iSee.  73.152(a),  subparagraph  (3)  added  October  22,  1963, 
28  FR  11269. 


for  virus  (live,  attenuated)  grown  in  canine  renal 
tissue  cultures.  Test  result  standards  are  those 
prescribed  therein. 

(b)  Inactivation  of  vims.  The  measles  virus 
shall  be  inactivated  through  the  use  of  an  agent 
or  method  which  the  manufacturer  has  demon- 
strated to  be  effective  in  inactivating  a  series  of  at 
least  five  consecutive  lots  of  measles  virus  vaccine. 
If  formaldehyde  is  used  for  inactivation,  it  shall 
be  added  to  the  virus  suspension  to  a  final  concen- 
tration of  U.S. P.  formaldehyde  solution  of  at 
least  1 :  4,000.  The  inactivation  shall  be  conducted 
under  controlled  conditions  of  pH  and  tempera- 
ture. As  an  indication  of  inactivation,  not  less 
than  two  samples  shall  ibe  removed  at  the  time  of 
inactivation,  and  titrated  in  an  appropriate  tissue 
cell  culture  for  viable  measles  virus.  Regardless 
of  the  concentration  of  formaldehyde  or  other  in- 
activating agent  used,  the  total  inactivation  period 
shall  be  not  less  than  three  times  the  period  demon- 
strated by  the  manufacturer  to  be  necessary  to  re- 
duce the  concentra4:ion  of  live  Aarus  to  a  point 
where  no  virus  is  detectable  in  a  5.0  ml.  sample. 

(c)  Tests  after  inactivation  for  viable  measles 
virus  and  adventitous  agents — (1)  Test  in  tissue 
cultures.  A  sample  representing  the  equivalent  of 
at  leasit  500  doses  of  final  vaccine  of  each  lot  shall 
be  rendeed  nontoxic  for  tissue  culture  cells  and 
tested  as  follows :  One  half  of  the  sample  shall  be 
tested  in  the  same  tissue  culture  system  used  for 
propagating  the  virus  vaccine  and  one  half  of  the 
sample  shall  be  tested  in  primary  cercopithecus 
monkey  kidney  tissue  or  another  suitable  cell  line 
of  demonstrated  high  susceptibility  to  measles 
virus,  poliovirus,  and  SV40  or  other  adventitious 
viral  agents.  Each  half  of  the  sample  shall  be 
inoculated  so  that  direct  microscopic  observation 
of  the  culture  cells  is  possible  under  conditions 
which  assure  the  growth  of  measles  virus,  polio- 
virus,  and  simian  viruses  which  might  have  sur- 
vived the  inactivation  procedure.  After  inocula- 
tion of  the  test  sample,  the  tissue  cultures  shall  be 
observed  for  at  least  14  days.  At  the  end  of  the 
observation  period  the  fluids  from  all  the  culture 
bottles  in  a  system  shall  be  removed  and  pooled. 
At  least  two  percent  of  each  pool  shall  be  sub- 
inoculated  in  the  same  cell  system  as  that  from 
which  the  pooled  sample  was  drawn.  The  subcul- 
tures shall  be  observed  for  a  period  of  at  least  14 
days  and  examined  for  cell  changes  indicative  of 
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viral  growth.  The  lot  of  final  vaccine  is  satis- 
factory for  measles  virus  vaccine  only  if  none  of 
the  tissue  culture  tests  show  evidence  of  viable 
measles  virus  or  any  extraneous  transmissible 
agents  attributable  to  the  vaccine. 

(2)  Test  in  embryonated  chicken  eggs.  For 
vaccine  produced  in  chick  embryo  tissue  culture, 
the  equivalent  of  at  least  100  doses  of  each  vaccine 
lot  shall  be  tested  in  emlbronated  eggs  by  the  al- 
lantoic cavity  route  and  of  100  doses  by  the  yolk 
sac  route  of  inoculation,  using  0.5  ml.  of  inoculum 
per  egg,  and  found  negative  for  the  presence  of 
extraneous  agents  in  the  vaccine. 

(3)  Test  in  monJceys  for  neurotropic  agents. 
Each  lot  of  vaccine  shall  be  tested  for  neurotropic 
agents  following  the  procedure  prescribed  in 
§  73.102(e)  except  that  antibody  determinations 
for  measles  need  not  be  performed,  the  test  shall 
be  performed  before  the  product  is  placed  in  final 
containers  and  prior  to  the  addition  of  an  adju- 
vant, and  that  symptoms  suggestive  of  all  neuro- 
tropic agents  shall  be  recorded  during  the  observa- 
tion period  of  17  to  19  days.  The  lot  is  satisfactory 
only  if  the  histological  and  other  studies  produce 
no  clinical  or  histological  evidence  of  central  nerv- 
ous system  involvement  attributable  to  the  pres- 
ence of  a  neurotropic  agent  in  the  vaccine. 

§  73.153   Test  for  potency. 

A  potency  test  shall  be  performed  on  each  lot  of 
vaccine  by  determining  the  antigenic  capacity  of 
the  vaccine  under  tests  in  comparison  with  a  refer- 
ence vaccine  of  antigenic  capacity  at  least  equal 
to  that  required  for  the  clinical  trials  specified  in 
§73. 151(h)(2).  The  test  shall  be  performed  using 
at  least  ten  animals  for  each  dilution  of  the  test 
vaccine  and  of  the  reference  vaccine.  The  average 
antibody  levels  of  the  animals  injected  with  the 
vaccine  under  test  shall  equal  or  exceed  the  average 
antibody  levels  of  the  animals  injected  with  the 
reference  vaccine. 

§  73.154   General  requirements. 

(a)  Final  container  tests.  Tests  shall  be  made 
on  final  containers  for  safety,  and  sterility  and 
identity  in  accordance  with  §§  73.72,  73.73,  and 
73.75  respectively. 

(b)  Extraneous  protein.  Extraneous  protein 
capable  of  producing  allergenic  effects  on  injection 
into  human  subjects  shall  not  be  added  to  the  final 


virus  medium.  If  serum  is  used  at  any  stage,  its 
calculated  concentration  in  the  final  medium  shall 
not  exceed  1  : 1,000,000.  The  final  vaccine  shall 
have  a  protein  nitrogen  content  of  less  than  0.02 
milligram  per  individual  human  dose. 

(c)  Dose.  These  standards  are  based  on  an  in- 
dividual human  dose  of  1.0  ml.  for  a  single  injec- 
tion. 

(d)  Labeling.  Labeling  shall  be  in  compliance 
with  the  requirements  of  §§  73.50  to  73.55  inclu- 
sive. The  label  or  a  package  enclosure  shall  in 
addition  state  the  source  and  method  of  inactiva- 
tion  of  the  virus. 

(e)  Adjuvants  in  the  final  vaccine.  An  adju- 
vant shall  not  be  introduced  into  the  product  unless 
there  is  satisfactory  evidence  that  it  does  not  ad- 
versely affect  the  safety  or  potency  of  the  vaccine. 
In  no  event  shall  an  individual  human  injection 
contain  more  aluminum  than  that  contained  in  15 
milligrams  by  assay,  or  20  milligrams  by  calcula- 
tion, of  Al  K(S04) -1211^0.  Aluminum  in  an- 
other form  may  be  used,  provided  the  amount  of 
aluminum  does  not  exceed  the  amount  permitted 
as  A1K(S04)-12H20. 

(f)  Requirements  for  samples  and  protocols. 

For  each  of  lot  of  vaccine,  the  following  ma- 
terial shall  be  submitted  to  the  Director,  Division 
of  Biologies  Standards,  National  Institutes  of 
Health,  Bethesda,  Maryland  20014 : 

( 1 )  A  sample  of  1,500  doses  of  the  vaccine  taken 
after  the  last  stage  of  manufacture  before  the 
addition  of  preservative  or  adjuvant. 

(2)  A  sample  of  100  doses  of  the  final  vaccine 
containing  all  preservatives. 

(3)  A  sample  of  200  doses  of  the  final  vaccine 
in  final  labeled  containers. 

(4)  Protocols  showing  the  history  of  the  lot 
and  all  results  of  all  tests  prescribed  in  these  ad- 
ditional standards. 

§  73.155   Equivalent  methods. 

Modification  of  any  particular  method  or  proc- 
ess or  the  conditions  under  which  it  is  conducted 
as  set  forth  in  the  additional  standards  relating 
to  Measles  Virus  Vaccine,  Inactivated,  shall  be 
permitted  whenever  the  manufacturer  presents 
evidence  that  demonstrates  the  modification  will 
provide  assurances  of  the  safety,  purity,  and  po- 
tency of  the  vaccine  that  are  equal  to  or  greater 
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than  the  assurances  provided  by  such  standards, 
and  the  Surgeon  General  so  finds  and  makes  such 
finding  a  matter  of  official  record. 

Additional  Standards:  Whole  Blood  (Human) 
§  73.300   Proper  name  and  definition. 

For  the  purpose  of  section  351  (a)  (2)  of  the  Act 
and  §73.1(1),  the  proper  name  of  this  product 
shall  be  Whole  Blood  (Human)  preceded  by  a 
term  or  terms  indicating  the  anticoagulant  used. 
Whole  Blood  (Human)  is  defined  as  blood  col- 
lected from  human  donors  for  transfussions  to 
human  recipients. 

§  73.301 1   Suitability  of  donor. 

(a)  ^  Method  of  determining.  The  suitability 
of  a  donor  as  a  source  of  Whole  Blood  (Human) 
shall  be  determined  by  a  qualified  physician  or  by 
persons  under  his  supervision  and  trained  in  de- 
termining suitability.  Such  determination  shall 
be  made  on  the  day  of  collection  from  the  donor 
by  means  of  medical  history,  a  test  for  hemoglobin 
level,  and  such  physical  examination  as  appears 
necessary  to  a  physican  who  shall  be  present  on  the 
premises  when  examinations  are  made,  except  that 
suitability  of  donors  may  be  determined  when  a 
physican  is  not  present  on  the  premises,  provided 
the  establishment  (1)  maintains  on  the  premises, 
and  files  with  the  Division  of  Biologies  Standards, 
a  manual  of  standard  procedures  and  methods, 
approved  by  the  Director  of  the  Division  of  Bio- 
logics  Standards,  that  shall  be  followed  by  em- 
ployees who  determine  suitability  of  donors,  and 
(2)  maintains  records  indicating  the  name  and 
qualifications  of  the  person  immediately  in  charge 
of  the  employees  who  determine  the  suitability 
of  donors  when  a  physician  is  not  present  on  the 
premises. 

(b)  ^  Qualif  catioTis  of  donor;  general.  Except 
as  provided  in  paragraph  (f),  a  person  may  not 
serve  as  a  source  of  Whole  Blood  (Human)  more 
than  once  in  8  weeks.  In  addition,  donors  shall 
be  in  good  health,  as  indicated  in  part  by : 

(1)  Normal  temperature; 

(2)  Demonstration  that  systolic  and  diastolic 
blood  pressures  are  within  normal  limits,  unless 
the  examining  physician  is  satisfied  that  an  indi- 

^  Sec.  73.301(a)  revised  ;  Sec.  73.301(b)  introductory  paragrapli 
revised;  Sec.  73.301  (b)(7)  and  (f)  a^ded,  December  1,  1966,  31 
FR  15092,  to  become  effective  December  31,  1966. 
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vidual  with  blood  pressures  outside  these  limits  is 
an  otherwise  qualified  donor  under  the  provisions 
of  this  section; 

(3)  A  blood  hemoglobin  level  which  shall  be 
demonstrated  to  be  no  less  than  12.5  gm.  of  hemo- 
globin per  100  ml.  of  blood ; 

(4)  Freedom  from  acute  respiratory  diseases; 

(5)  Freedom  from  any  infectious  skin  disease 
at  the  site  of  phlebotomy  and  from  any  such  dis- 
ease generalized  to  such  an  extent  as  to  create  a 
risk  of  contamination  of  the  blood;  and 

(6)  Freedom  from  any  disease  transmissible  by 
blood  transfusion,  insofar  as  can  be  determined  by 
history  and  examinations  indicated  above. 

(7)  ^  Freedom  of  the  arms  and  forearms  from 
skin  punctures  or  scars  indicative  of  addiction  to 
self-injected  narcotics. 

(c)  Additional  qiuilifications  of  donor;  viral 
hepatitis.  No  individual  shall  be  used  as  a  source 
of  Whole  Blood  (Human)  if  he  has — 

(1)  A  history  of  viral  hepatitis; 

(2)  A  history  of  close  contact  within  six  months 
of  donation  with  an  individual  having  viral 
hepatitis ; 

(3)  A  history  of  having  received  within  six 
months  human  blood,  or  any  derivative  of  human 
blood  which  the  National  Institutes  of  Health 
has  advised  the  licensed  establishment  is  a  possi- 
ble source  of  viral  hepatitis. 

(d)  Therapeutic  'bleedings.  Blood  withdrawn 
in  order  to  promote  the  health  of  a  donor  other- 
wise qualified  under  the  provisions  of  this  section, 
shall  not  be  used  as  a  source  of  Whole  Blood 
(Human)  unless  the  container  label  conspicuously 
indicates  the  donor's  disease  that  necessitated 
withdrawal  of  blood. 

(e)  ^  Immunized  donors.  Blood  withdrawn 
from  donors  known  to  have  been  immunized  to 
human  blood  cell  antigens  shall  not  be  used  for 
Whole  Blood  (Human)  unless  the  container  label 
conspicuously  indicates  such  information. 

(f)  ^  Qualifications;  donations  within  less  than 
8  weeks.  A  person  may  serve  as  a  source  of  Whole 
Blood  (Human)  more  than  once  in  8  weeks  only 
if  at  the  time  of  donation  the  person  is  examined 
and  certified  by  a  physician  to  be  in  good  health, 
as  indicated  in  part  in  paragraph  (b). 

2  Sec.  73.301(e)  added  March  9,  1961,  26  FR  2039,  to  become 
effective  April  8,  1961. 
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§73.302   Collection  of  the  blood. 

(a)  ^  Supervision.  Blood  shall  be  drawn  from 
the  donor  by  a  qualified  physician  or  under  his 
supervision  by  assistants  trained  in  the  procedure. 
A  physician  shall  be  present  on  the  premises  when 
blood  is  being  collected,  except  that  blood  may 
be  collected  when  a  physician  is  not  present  on 
the  premises,  provided  the  establishment  (1) 
maintains  on  the  premises,  and  files  with  the  Divi- 
sion of  Biologies  Standards,  a  manual  of  standard 
procedures  and  methods,  approved  by  the  Director 
of  the  Division  of  Biologies  Standards,  that  shall 
be  followed  by  employees  who  collect  blood,  and 
(2)  maintains  records  indicating  the  name  and 
qualifications  of  the  person  immediately  in  charge 
of  the  employees  who  collect  blood  when  a  physi- 
cian is  not  present  on  the  premises. 

(b)  ^  The  donor  clinic.  The  pertinent  require- 
ments of  §§  73.35  and  73.36  shall  apply  at  both  the 
licensed  establishment  and  at  any  other  place 
where  the  bleeding  is  performed. 

(c)  ^  Blood  containers.  Blood  containers  and 
donor  sets  shall  be  pyrogen-f ree,  sterile  and  identi- 
fied by  lot  number.  The  amount  of  anticoagulant 
required  for  the  quantity  of  blood  to,  be  collected 
shall  be  in  the  blood  container  when  it  is  sterilized. 
In  addition,  all  container  and  donor  set  surfaces 
that  come  in  contact  with  blood  used  in  the  proc- 
essing of  Heparinized  Whole  Blood  (Human) 
shall  be  water  repellent. 

(d)  ^  The  anticoagulant  solution.  The  anticoag- 
ulant solution  shall  be  sterile  and  pyrogen- free. 
One  of  the  following  formulae  shall  be  used  in  the 
indicated  volumes: 

(1)  Anticoagulant  acid  citrate  dextrose 
solutions. 


Solu- 
tion A 

Solu- 
tion B 

Tri-sodium  citrate  (NasCeHsO? -21120)  .gm.. 

Citric  acid  (CcHsOy-HzO)  do  

Dextrose  (CjHizOe-HjO)  do  

Water  for  injection  (U.S. P.)  to  make. ml. _ 
Volume  per  100  ml.  blood  do  

22.0 
8.0 
24.5 
1,  000 
15 

13.2 
4.8 
14.7 

1,  000 
25 

»Sec.  73.302  (a)  and  (e)  amended  December  1,  1966,  31  FR 
15092,  to  become  effective  December  31,  1966. 

2  Sec.  73.302(b)  amended  June  28,  1961,  26  FR  5755,  to  become 
effective  July  28,  1961. 

»  Sec.  73.302  (c)  and  (d)  amended  March  9,  1961,  26  FR  2039, 
to  become  effective  April  8,  1961. 


(2)  Anticoagulant  heparin  solution.* 

Heparin  sodium  (U.S.P.)   75,000  units 

Sodium  chloride  injection  (U.S.P.)  to  make         1,000  ml. 

Volume  per  100  ml.  of  blood   6  ml. 

No  other  anticoagulant  may  be  used  unless  prior 
to  use  the  Surgeon  General  has  found  that  under 
such  conditions  of  dating,  storage,  and  use  as  he 
may  prescribe,  the  proposed  anticoagulant  is  at 
least  as  effective  as  the  above  formulae  in  prevent- 
ing coagulation  and  in  preserving  red  blood  cells. 

(e)  ^  Donor  identification.  Each  unit  of  blood 
shall  be  so  marked  or  identified  by  number  or  other 
symbol  as  to  relate  it  to  the  individual  donor  whose 
identity  shall  be  established  to  the  extent  neces- 
sary for  compliance  with  §  73.301. 

(f)  Prevention  of  contamination  of  the  hlood. 
The  skin  of  the  donor  at  the  site  of  phlebotomy 
shall  be  prepared  thoroughly  and  carefully  by  a 
method  that  gives  maxinium  assurance  of  a  sterile 
container  of  blood.  The  blood  shall  be  collected 
by  aseptic  methods  in  a  sterile  system  which  may 
be  closed  or  may  be  vented  if  the  vent  protects 
the  blood  against  contamination. 

(g)  *  Pilot  samples  for  laboratory  tests.  Pilot 
samples  for  laboratory  tests  shall  meet  the  follow- 
ing standards : 

( 1 )  One  or  more  pilot  samples  shall  be  provided 
with  each  unit  of  blood  when  issued  or  reissued 
except  as  provided  in  §  73.304 (e)  (2)  and  all  pilot 
samples  shall  be  from  the  donor  who  is  the  source 
of  the  unit  of  blood. 

(2)  All  samples  for  laboratory  tests  performed 
by  the  manufacturer  and  all  pilot  samples  ac- 
companying a  unit  of  blood  shall  be  collected  at 
the  time  of  filing  the  final  container  by  the  person 
who  collects  the  unit  of  blood. 

(3)  All  containers  for  samples  shall  bear  the 
donor's  identification  before  collecting  the  samples. 

(4)  All  containers  for  pilot  samples  accom- 
panying a  unit  of  blood  shall  be  attached  to  the 
whole  blood  container  before  blood  collection,  in  a 
tamper-proof  manner  that  will  conspicuously  indi- 
cate removal  and  re- attachment. 

(h)  *  Phlebotomy  for  Heparinized  Whole  Blood 
(Human).    Heparinized  Whole  Blood  (Human) 
shall  be  collected  with  minimal  damage  to  and 

•A  buffer  suitable  to  maintain  stability  to  be  added,  if  necessary. 
*  Sec.  73.302  (g)  and  (h)  amended  March  9,  1961,  26  FR  2040, 
to  become  effective  April  8,  1961. 
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minimal  manipulation  of  the  donor's  tissue,  and 
with  a  single,  iminterrupted,  free-flowing  veni- 
puncture. 

(i)  ^  Storage.  Immediately  after  collection,  the 
blood  shall  be  placed  in  storage  within  a  2°  range 
between  1°  and  6°  C,  unless  it  must  be  transported 
from  the  donor  clinic  to  the  processing  laboratory. 
In  the  latter  case  the  blood  shall  be  placed  in 
temporary  storage  having  sufficient  refrigeration 
capacity  to  cool  the  blood  continuously  toward  a 
2°  range  between  1°  and  6°  C.  until  it  arrives  at 
the  processing  laboratory  where  it  shall  be  stored 
within  a  2°  range  between  1°  and  6°  C. 

§73.303  2   Testing  the  blood. 

All  laboratory  tests  shall  be  made  on  a  pilot 
sample  specimen  of  blood  taken  from  the  donor 
at  the  time  of  collecting  the  unit  of  blood,  and 
these  tests  shall  include  the  following : 

(a)  ^  Serological  test  for  syphilis.  Whole  Blood 
(Human)  shall  be  negative  to  a  serological  test 
for  syphilis. 

(b)  Determination  of  Mood  group.  Each  con- 
tainer of  Whole  Blood  (Human)  shall  be  classi- 
fied as  to  ABO  blood  group.  At  least  two  blood 
group  tests  shall  be  made  and  the  unit  shall  not  be 
issued  until  grouping  tests  by  different  methods 
or  with  different  lots  of  antiserums  are  in  agree- 
ment. Only  those  Anti-A  and  Anti-B  Blood 
Grouping  Serums  licensed  under,  or  that  other- 
wise meet  the  requirements  of,  the  regulations  of 
this  part  shall  be  used,  and  the  technique  used 
shall  be  that  for  which  the  serum  is  specifically 
designed  to  be  effective. 

(c)  Determination  of  the  Rh  factors.  Each 
container  of  Wliole  Blood  (Human)  shall  be  classi- 
fied as  to  Rh  type  on  the  basis  of  tests  done  on  the 
pilot  sample.  The  labels  shall  indicate  the  extent 
of  typing  and  the  results  of  alL  tests  performed. 
If  the  test,  using  Anti-Rho  (Anti-D)  Typing 
Serum,  is  positive,  the  container  may  be  labeled 
"Rh  Positive".  If  this  test  is  negative,  the  results 
shall  be  confirmed  by  further  testing  which  may 
include  tests  for  the  Rho  variant  (D")  and  for 
other  Rh-Hr  factors.    Blood  may  be  labeled  "Rh 

^  'Seo.  73.302  (i)  amended  March  9,  1961,  26  FR  2040,  to  become 
effective  April  8,  1961. 

2 'Sec.  73.303  amended  June  28,  1961,  26  FR  5755,  to  become 
effective  July  28,  1961 

3  See.  73.303(a)  amended  July  16,  1966,  FR  96766  to  become 
effective  August  15,  1966. 
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Negative"  if  negative  to  tests  for  the  Rho  (D)  and 
Rho  variant  (D")  factors.  If  the  test  using  Anti- 
Rho  (Anti-D)  Typing  Serum  is  negative,  but  not 
tested  for  the  Rho  variant  (D"),  the  label  must  in- 
dicate that  this  test  was  not  done.  Only  Anti-Rh 
Typing  Serums  licensed  under,  or  that  otherwise 
meet  the  requirements  of,  the  regulations  of  this 
part  shall  be  used,  and  the  technique  used  shall  be 
that  for  which  the  serum  is  specifically  designed 
to  be  effective. 

(d)  *  Sterility  test.  Whole  Blood  (Human)  in- 
tended for  transfusion  shall  not  be  tested  for 
sterility  by  a  method  that  entails  entering  the  final 
container  before  the  blood  is  used  for  transfusion. 

(e)  Inspection.  Whole  Blood  (Human)  shall 
be  inspected  visually  during  storage  and  immedi- 
ately prior  to  issue.  If  the  color  or  physical  ap- 
pearance is  abnormal  or  there  is  any  indication  or 
suspicion  of  microbial  contamination  the  unit  of 
Whole  Blood  (Human)  shall  not  be  issued  for 
transfusion. 

§  73.304   General  requirements. 

(a)  ^  Manufacturing  responsibility.  All  manu- 
facturing of  Whole  Blood  (Human),  including 
donor  examination,  blood  collection,  laboratory 
tests,  labeling,  storage  and  issue,  shall  be  done  un- 
der the  supervision  and  control  of  the  same  licensed 
establishment  except  that  the  Surgeon  General 
may  approve  arrangements,  upon  joint  request  of 
two  or  more  licensed  establishments,  which  he  finds 
are  of  such  a  nature  as  to  assure  compliance  other- 
wise with  the  provisions  of  this  part. 

(b)  "  Periodic  check  on  sterile  technique.  With- 
in the  18th  to  24th  day  after  collection,  at  least 
one  container  of  blood  that  upon  visual  examina- 
tion appears  normal,  shall  be  tested  each  month 
as  a  continuing  check  on  technique  of  blood  col- 
lection. The  test  shall  be  performed  with  a  total 
sample  of  no  less  than  10  ml.  of  blood  and  a  total 
volume  of  fluid  thioglycollate  or  thioglycollate 
broth  medium  10  times  the  volume  of  the  sample 
of  blood.  The  test  sample  shall  be  inoculated  into 
one  or  more  test  vessels  in  a  ratio  of  blood  to  me- 
dium of  1  to  10  for  each  vessel,  mixed  thoroughly, 


*  Sec.  73.303(d)  amended  March  9.  1961,  26  FR  2040,  to  become 
effective  April  8,  1961 

s  Sec.  73.304(a)  amended  June  28,  1961,  26  FR  5755,  to  become 
effective  July  24,  1961. 

«Sec.  73.304(b)  amended  January  11,  1962,  27  FR  307,  to 
become  effective  February  10,  1962. 
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incubated  for  seven  to  nine  days  at  a  temperature 
of  30°  to  32°  C,  and  examined  for  evidence 
of  growth  of  microorganisms  every  workday 
throughout  the  test  period.  On  the  third,  fourth, 
or  fifth  day  at  least  1  ml.  of  material  from  each 
test  vessel  shall  be  subcultured  in  additional  test 
vessels  containing  the  same  culture  medium  and  in 
such  proportion  as  will  permit  significant  visual 
inspection,  mixed  thoroughly,  incubated  for  seven 
to  nine  days  at  a  temperature  of  30°  to  32°  C. 
and  examined  for  evidence  of  growth  of  micro- 
organisms every  workday  throughout  the  test 
period.  If  growth  is  observed  in  any  test  vessel, 
the  test  shall  be  repeated  to  rule  out  faulty  test 
procedure,  using  another  sample  of  blood  from 
either,  (1)  the  container  from  which  the  initial 
test  sample  was  taken,  (2)  the  residual  cells 
or  plasma  from  that  blood,  or  (3)  two  different 
containers  of  blood,  each  18  t/o  24  days  old  and 
each  tested  separately.  The  formula  for  fluid 
thioglycollate  medium  shall  be  as  prescribed  in 
§  73.73(e)  (1)  and  the  formula  for  thioglycollate 
broth  medium  shall  be  as  prescribed  in  §  73.73 
(f)(5).  Media  and  design  of  container  shall  meet 
the  requirements  prescribed  in  §  73.73(e)  (2)  (i) . 
In  lieu  of  performing  one  test  using  an  incubation 
temperature  of  30°  to  32°  C,  two  tests  may  be 
performed,  each  in  all  respects  as  prescribed  in 
this  paragraph,  one  at  an  incubation  temperature 
of  18°  to  22°  C.  and  one  at  an  incubation  tempera- 
ture of  35°  to  37°  C.  A  different  test  may  be  per- 
formed provided  that  prior  to  the  performance 
of  such  a  test  a  manufacturer  submits  data  which 
the  Surgeon  General  finds  adequate  to  establish 
that  the  different  test  is  equal  or  superior  to  the 
test  herein  prescribed  as  a  check  on  sterile  tech- 
nique and  makes  the  finding  a  matter  of  official 
record. 

(c)  Final  container.  The  original  blood  con- 
tainer shall  be  the  final  container  and  shall  not  be 
entered  prior  to  issue  for  any  purpose  except  for 
blood  collection.  Such  container  shall  be  un- 
colored  and  transparent  to  permit  visual  inspec- 
tion of  the  contents  and  any  closure  shall  be  such 
as  will  maintain  an  hermetic  seal  and  prevent  con- 
tamination of  the  contents.  The  container  mate- 
rial shall  not  interact  with  the  contents  under  the 
customary  conditions  of  storage  and  use,  in  such 
a  manner  as  to  have  an  adverse  effect  upon  the 
safety,  purity,  or  potency  of  the  blood. 


(d)  ^  Shipment  of  Whole  Blood  {Human). 
Whole  Blood  (Human)  shall  be  maintained  con- 
tinuously at  1°  to  10°  C.  during  shipment. 

(e)  Reissue  of  hlood.  Blood  that  has  ibeen  re- 
moved from  storage  controlled  by  a  licensed  estab- 
lishment shall  not  be  reissued  by  a  licensed  estab- 
lishment unless  the  following  conditions  are  ob- 
served : 

( 1 )  The  container  has  a  tamper-proof  seal  when 
originally  issued  and  this  seal  remains  unbroken ; 

(2)  An  original  pilot  sample  is  properly  at- 
tached and  has  not  been  removed,  except  that  blood 
lacking  a  pilot  sample  may  be  reissued  in  an  emer- 
gency provided  it  is  accompanied  by  instructions 
for  sampling  and  for  use  within  six  hours  after 
entering  the  container  for  sampling; 

(3)  ^  The  blood  has  been  maintained  continu- 
ously at  1°  to  10°  C; 

(4)  The  blood  is  held  for  observation  until  a 
significant  inspection  consistent  with  the  require- 
ments of  §  73.303  (e)  can  be  made. 

(f )  -  Issue  prior  to  determination  of  test  results. 
Notwithstanding  the  provisions  of  §  73.70,  blood 
may  be  issued  by  the  licensee  on  the  request  of  a 
physician,  hospital  or  other  medical  facility,  be- 
fore results  of  all  tests  prescribed  in  §  73.303  have 
been  determined  where  such  issue  is  essential  to 
allow  time  for  transportation  to  assure  arrival  of 
the  blood  by  the  time  when  needed  for  transfusion 
of  such  blood  provided  (1)  the  blood  is  shipped 
directly  to  such  physician  or  medical  facility,  (2) 
the  records  of  the  licensee  contain  a  full  explana- 
tion of  the  need  for  such  issue,  (3)  the  label  on 
each  container  of  such  blood  bears  the  information 
required  by  §  73.305  (e) ,  (4)  the  label  does  not  bear 
results  of  tests  other  than  those  made  on  pilot 
samples  of  the  blood  to  be  shipped,  taken  at  the 
time  of  its  collection,  and  (5)  the  label  does  not 
bear  the  name  or  any  other  identification  of  the 
intended  recipient. 

§  73.305  -  Labeling. 

In  addition  to  all  other  applicable  labeling  re- 
quirements, the  following,  except  as  prescribed  in 
paragraph  (e)  of  this  section,  shall  appear  on  the 
label  of  each  container: 

(a)  Anticoagulant.    Quantity  and  kind  of  anti- 

1  Sees.  73.304(d),  73.304(e)(3)  and  73.305(b)  amended  March 
9,  1961,  26  PR  2040,  to  become  effective  April  8,  1961. 

=  Sees.  73.304(f)  and  73.305  amended  July  16,  1966,  31  FR  9676, 
to  become  effective  August  15,  1966. 
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coagulant  used  and  the  volume  of  blood  corre- 
sponding with  the  formula  prescribed  or  approved 
under  §  73.302(d). 

(b)  ^  Serological  test.  The  serological  test  for 
syphilis  used  and  the  result. 

(c)  Blood  group  and  type.  Designation  of 
blood  group  and  Rh  factors : 

(1)  The  blood  group  and  Rh  factors  shall  be 
designated  conspicuously. 

(2)  If  a  color  scheme  for  diiferentiating  the 
ABO  blood  groups  is  used,  the  color  used  to  des- 
ignate each  blood  group  on  the  container  shall  be : 

Blood  Group  A :  Yellow. 
Blood  Group  B  :  Pink. 
Blood  Group  O  :  Blue. 
Blood  Group  AB  :  White. 

( d)  Additional  information  for  labels  of  Group 
0  Bloods.  Each  Group  O  blood  shall  be  labeled 
with  a  statement  indicating  whether  or  not  isoag- 
glutinin  titers  or  other  tests  to  exclude  so-called 
"dangerous"  Gr  ^/ap  O  bloods  were  performed,  and 
indicating  the  classification  based  on  such  tests. 

(e)  ^  Issue  prior  to  determination  of  test  results. 
The  label  on  each  container  of  blood  that  is  issued 
pursuant  to  the  provisions  of  §  73.304(f)  shall 
bear  the  following  information  and  instructions  in 
lieu  of  the  information  specified  in  paragraphs 
(b),  (c),  and  (d)  of  this  section. 

EMERGENCY  SHIPMENT  FOR  USE  ONLY 
BY 

(Name  of  physician,  hospital  or  other  medical 
facility.) 

CAUTION 
BEFORE  TRANSFUSION 

1.  Do  not  use  until  test  results  received  from 
(name  of  licensee) . 

2.  Perform  crossmatch. 

(Sec.  215,  58  Stat.  690,  as  amended,  42  U.S.C.  216;  inter- 
pret or  apply  sec.  351,  58  Stat.  702,  42  U.S.C.  262) 
Dated :  June  27,  1966. 

§  73.306 '  [Deleted.] 

Additional  Standards  :  Packed  Red 
Blood  Cells  (Human) ^ 

iSecs.  73.304((1),  73.304(e)(3)  and  73.305(f)  amended  March 
9,  1961,  26  FR  2040,  to  become  effective  April  8,  1961. 

2  Sec.  73.305(e),  added  July  16,  1966,  31  FR  9676,  to  become 
effective  August  15,  1966. 

3  Sees.  73.306  and  73.325  deleted  effective  October  26,  1966,  31 
FR  11388  dated  August  27,  1966. 

*  Sees.  73.320  through  73.327  added  August  13,  1961,  26  FE 
7341,  to  become  effective  October  11,  1961. 


§73.320*   Proper  name  and  definition. 

The  proper  name  of  this  product  shall  be 
Packed  Red  Blood  Cells  (Human).  The  product 
is  defined  as  red  blood  cells  remaining  after  sepa- 
rating plasma  from  sedimented  Citrated  Whole 
Blood  (Human)  to  attain  an  hematocrit  reading 
of  from  60  percent  to  70  percent. 

§  73.321  *  Manufacture. 

Packed  Red  Blood  Cells  (Human)  shall  be  pre- 
pared from  Citrated  Whole  Blood  (Human)  that 
meets  the  standards  prescribed  in  §§  73.301 
through  73.304.  Packed  Red  Blood  Cells  (Hu- 
man) may  be  prepared  either  by  centrifugation 
conducted  no  later  than  six  days  after  the  date  of 
blood  collection  or  by  normal  undisturbed  sedi- 
mentation before  the  expiration  date  of  the  blood. 
Packed  Red  Blood  Cells  (Human)  shall  be  main- 
tained at  a  temperature  between  1°  and  10°  C.  dur- 
ing processing,  all  of  which  shall  be  conducted  so 
as  to  maintain  the  sterility  of  the  product.  Sur- 
faces of  apparatus,  including  needles  and  tubing, 
that  come  in  contact  with  the  product  during  its 
processing  shall  be  clean,  sterile  and  pyrogen- free. 
If  the  method  of  processing  involves  a  vented  sys- 
tem, the  vent  shall  be  one  that  will  exclude  micro- 
organisms and  maintain  a  sterile  system. 

§  73.322  *   Pilot  samples. 

Pilot  samples  shall  meet  the  following  stand- 
ards : 

(a)  One  or  more  pilot  samples  shall  be  provided 
with  each  unit  of  Packed  Red  Blood  Cells  (Hu- 
man) when  issued  or  reissued  except  as  provided 
in  §  73.304(e)  (2). 

(b)  Pilot  samples  shall  be  either  the  original 
blood  pilot  sample  or  a  sample  of  the  Packed  Red 
Blood  Cells  (Human)  being  processed. 

(c)  All  containers  of  pilot  samples  accompany- 
ing a  unit  of  Packed  Red  Blood  Cells  (Human) 
shall  be  filled  at  the  time  the  blood  is  collected  or 
at  the  time  the  final  product  is  prepared,  by  the 
person  performing  the  collection  or  preparation. 

(d)  All  containers  for  all  samples  shall  bear 
the  donor's  identification  before  they  are  filled. 

(e)  All  containers  for  pilot  samples  accompany- 
ing a  unit  of  cells  shall  be  attached  securely  to  the 
final  container  of  Packed  Red  Blood  Cells  (Hu- 
man) before  the  final  container  is  filled,  in  a 
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tamper-proof  manner  that  will  conspicuously  in- 
dicate removal  and  reattachment. 

§  73.323  1  Containers. 

Final  containers  used  for  Packed  Eed  Blood 
Cells  (Human)  shall  meet  the  requirements  for 
blood  containers  prescribed  in  §  73.304(c)  and  may 
be  either  the  original  blood  containers  or  different 
containers. 

§  73.324 1  Labeling. 

Except  for  the  proper  name,  "Citrated  Whole 
Blood  (Human)",  labels  for  Packed  Red  Blood 
Cells  (Human)  shall  bear  the  information  re- 
quired for  the  Citrated  Whole  Blood  (Human) 
from  which  it  is  processed. 

§  73.325  ^  2  [Deleted.] 
§  73.326 1  Storage. 

Immediately  after  processing,  the  cells  shall  be 
placed  in  storage  and  maintained  within  a  2°  range 
between  1°  and  6°  C. 

§73.327  ^   General  requirements. 

Manufacturing  responsibilities,  periodic  check 
on  sterile  technique,  shipment,  reissue  and  record- 
keeping shall  be  carried  out  in  all  respects  for 
Packed  Red  Blood  Cells  (Human)  as  prescribed 
in  §  73.304  (a),  (b),  (d),  (e),  and  (f)  respectively 
for  Whole  Blood  (Human). 

Additional,  Standards  :  Measles  Immune 
Globulin  (  Human  )^ 

§73.350   The  product. 

(a)  Prosper  name  and  definition.  The  proper 
name  of  the  product  shall  be  Measles  Immune 
Globulin  (Human).  It  shall  consist  of  a  sterile 
solution  of  10  to  18  percent  globulin  derived  from 
human  blood,  having  a  measles  antibody  level  of 
0.5  times  the  level  of  the  NIH  measles  reference 
serum.  Measles  Immune  Globulin  shall  be  made 
from  a  sterile  16.5±1.5  percent  solution  of  human 
globulin. 

(b)  Source  material.  The  source  of  Measles 
Immune  Globulin  (Human)  shall  be  blood,  plasma 
or  serum  from  human  donors  determined  at  the 


1  Sees.  73.320  through  73.327  added  August  13,  1961,  26  FR 
7341,  to  become  effective  October  11,  1961. 

2  Sec.  73.325  deleted  effective  October  26,  1966,  31  FR  11388 
dated  August  27,  1966. 

3  Sees.  73.350  through  78.354  added  August  1,  1963,  28  FR 
7838. 


time  of  donation  to  have  been  free  of  causative 
agents  of  diseases  that  are  not  destroyed  or  re- 
moved by  the  processing  method,  as  determined  by 
the  donor's  history  and  from  such  physical  exami- 
nation and  clinical  tests  as  appear  necessary  for 
each  donor  at  the  time  the  blood  was  obtained. 
The  source  blood,  plasma  or  serum  shall  not  con- 
tain a  preservative  and  shall  be  stored  in  a  manner 
that  will  prevent  contamination  by  microorga- 
nisms, pyrogens  or  other  impurities. 

(c)  Additives  in  source  material.  Source  blood, 
plasma  or  serum  shall  contain  no  additives  other 
than  citrate  or  acid  citrate  dextrose  anticoagulant 
solution,  unless  it  is  shown  that  the  processing 
method  yields  a  product  free  of  the  additive  to  such 
an  extent  that  the  safety,  purity  and  potency  of 
the  product  will  not  be  affected  adversely. 

§73.351   Manufacture   of   Measles  Immune 
Globulin  (Human). 

(a)  Processing  method.  The  globulin  shall  be 
prepared  by  a  processing  method  that  (1)  has  been 
shown  to  be  capable  of  concentrating  tenfold  from 
source  material  at  least  two  different  antibodies, 
(2)  does  not  affect  the  integrity  of  the  globtdins 
and  is  capable  of  consistently  yielding  a  product 
which  is  safe  for  subcutaneous  and  intramuscular 
injection  and  (3)  will  not  transmit  viral  hepatitis. 

(b)  Reference  materials.  The  following  refer- 
ence material  shall  be  obtained  from  the  Division 
of  Biologies  Standards:  NIH  reference  measles 
serum  for  correlation  of  measles  antibody  titers 
with  globulin  products. 

(c)  Microbial  contamination.  Low  tempera- 
tures or  aseptic  techniques  shall  be  used  to  mini- 
mize contamination  by  microorganisms.  Preserv- 
atives to  inhibit  growth  of  microorganisms  shall 
not  be  used  during  processing. 

(d)  Bulk  storage.  The  globulin  fraction  may 
be  stored  in  bulk  prior  to  further  processing  pro- 
vided it  is  stored  in  well-marked  hermetically 
closed  containers.  Purified  globulin  as  either  a 
liquid  concentrate  or  a  solid  and  containing  alcohol 
or  more  than  5  percent  moisture  shall  be  stored  at 
a  temperature  not  to  exceed  -10°  C.  Purified 
globulin  as  a  solid  free  from  alcohol  and  contain- 
ing less  than  5  percent  moisture,  shall  be  stored 
at  temperatures  not  to  exceed  0°  C. 

(e)  Determination  of  the  lot.  Each  lot  of 
Measles  Immune  Globulin  (Human)  shall  repre- 


(57) 


SEC.  73.352 


PHS  REGULATIONS 


HEW-PHS-SG 


sent  a  pooling  of  material  from  not  less  than  1,000 
donors. 

(f)  Sterilization  and,  dilution.  The  product 
shall  be  prepared  initially  as  a  16.5  percent  solution 
and  this  preparation  shall  be  sterilized  promptly 
after  solution.  After  sterilization  the  product 
shall  not  be  exposed  to  temperatures  above  45°  C. 
for  more  than  a  total  of  72  hours.  Dilution  of 
this  sterile  globulin  solution  shall  be  made  only  to 
adjust  the  required  measles  antibody  level. 

§  73.352  The  final  product. 

(a)  Final  solution.  The  final  product  shall  be 
a  10  to  18  percent  solution  of  globulin  containing 
0.3  molar  glycine  and  a  preservative. 

(b)  Protein  composition.  No  less  than  90  per 
cent  of  the  gldbulin  shall  have  an  electrophoretic 
mobility  not  faster  than  —2.8X10-^  centimeters 
per  volt  per  second,  when  measured  at  a  1  percent 
protein  concentration  in  sodium  diethylbarbiturate 
at  pH  8.6  and  0.1  ionic  strength. 

§73.353  Potency. 

Antibody  levels  and  tests.  Each  lot  of  final 
product  shall  contain  no  less  than  the  minimum 
levels  of  antibodies  for  diphtheria  and  measles  as 
follows : 

(a)  The  product  shall  contain  no  less  than  2 
units  of  diphtheria  antitoxin  per  ml,  adjusted  for 
dilution  from  the  16.5  percent  solution. 

(b)  Each  lot  of  final  product  shall  contain  a 
measles  antibody  level  of  0.5  times  the  level  of  the 
NIH  reference  measles  serum.  The  measles  anti- 
body potency  shall  be  determined  by  simultane- 
ous determinations  of  the  neutralizing  antibody 
titers  of  the  globulin  on  tests  and  of  a  reference 
preparation  against  100  TCID50  (50-500  TCID50 
when  based  upon  a  single  test)  of  measles  virus  in 
a  tissue  culture  system.  The  potency  test  shall 
also  include  a  determination  of  virus  titer  and 
controls  for  globulin  toxicity  and  cell  culture  via- 
bility. Twofold  serial  dilutions  of  the  globulin 
under  test  and  of  the  reference  preparation  shall 
be  employed  in  this  determination.  In  applying 
these  requirements  a  plus  or  minus  variation  of 
one  twofold  dilution  is  acceptable. 

§  73,354   General  requirements. 

(a)  Heat  stability  test.  Approximately  2  ml 
of  final  container  material  of  each  lot  shall  not 


show  any  visible  sign  of  gelation  after  heating  in 
a  12X75  mm.  stoppered  glass  tube  at  57°  C.  for 
four  hours. 

(b)  Hydrogen  ion  concentration.  The  pH  of 
final  container  material  shall  be  6.8±0.4  when 
measured  in  a  solution  diluted  to  1  percent  protein 
with  0.15  molar  sodium  chloride. 

(c)  Turbidity.  The  product  shall  be  free  of 
turbidity  as  determined  by  visual  inspection  of 
final  containers. 

(d)  Date  of  manufacture.  The  date  of  manu- 
facture is  the  date  of  initiating  the  last  valid 
measles  antibody  test  as  required  in  §  73.353(b). 

(e)  i  [Deleted]. 

(f)  i  [Deleted]. 

(g)  Samples  and  protocols.  For  each  lot  of 
globulin,  the  following  ^materials  shall  be  submit- 
ted to  the  Director,  Division  of  Biologies  Stand- 
ards, National  Institutes  of  Health,  Bethesda, 
Maryland  20014: 

(1)  30  ml  of  final  product. 

(2)  All  protocols  relating  to  the  history  of  the 
manufacture  of  each  lot  and  all  results  of  all 
tests  prescribed  in  these  additional  standards. 

Additional  Standards;  Immune  Serum 
Globulin  (Human)  ^ 

§73.355   The  product. 

(a)  Proper  name  and  definition.  The  proper 
name  of  this  product  shall  be  Immune  Serum 
Globulin  (Human).  The  product  is  defined  as  a 
sterile  solution  containing  antibodies  derived  from 
human  blood. 

(b)  Source  material.  The  source  of  Immune 
Serum  Globulin  (Human)  shall  be  blood,  plasma 
or  serimi  from  human  donors  determined  at  the 
time  of  donation  to  have  been  free  of  causative 
agents  of  diseases  that  are  not  destroyed  or  re- 
moved by  the  processing  methods,  as  determined 
by  the  donor's  history  and  from  such  physical  ex- 
amination and  clinical  tests  as  appear  necessary 
for  each  donor  at  the  time  the  blood  was  obtained. 
The  source  blood,  plasma  or  serum  shall  not  con- 
tain a  preservative  and  shall  be  stored  in  a  manner 
that  will  prevent  contamination  by  microorga- 
nisms, pyrogens  or  other  impurities. 

1  Sec.  73.354  (e)  and  (f)  deleted  effective  October  26,  1966 
(31  FR  11388,  dated  August  27,  1966). 

3  Sees.  73.355  through  73.359  added  January  4,  1966,  31  FR 
14,  to  become  effective  March  6,  1966. 
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(c)  Additives  in  source  material.  Source 
blood,  plasma  or  serum  shall  contain  no  additives 
other  than  citrate  or  acid  citrate  dextrose  anti- 
coagulant solution,  unless  it  is  shown  that  the 
processing  method  yields  a  product  free  of  the 
additive  to  such  an  extent  that  the  safety,  purity 
and  potency  of  the  product  will  not  be  affected 
adversely. 

§73.356   Manufacture    of    Immune  Serum 
Globulin  (Human). 

(a)  Processing  method.  The  processing  method 
shall  be  one  that  has  been  shown :  (1)  To  be  capa- 
ble of  concentrating  tenfold  from  source  material 
at  least  two  different  antibodies;  (2)  not  to  affect 
the  integrity  of  the  globulins;  (3)  to  consistently 
yield  a  product  which  is  safe  for  subcutaneous  and 
intramuscular  injection  and  (4)  not  to  transmit 
viral  hepatitis. 

(b)  Microhial  contamination.  Low  tempera- 
tures or  aseptic  techniques  shall  be  used  to  mini- 
mize contamination  by  microorganisms.  Preserv- 
atives to  inhibit  growth  of  microorganisms  shall 
not  be  used  during  processing. 

(c)  Bulk  storage.  The  globulin  fraction  may 
be  stored  in  bulk  prior  to  further  processing  pro- 
vided it  is  stored  in  clearly  identified  hermetically 
closed  vessels.  Globulin  as  either  a  liquid  concen- 
trate or  a  solid  and  containing  alcohol  or  more 
than  5  percent  moisture,  shall  be  stored  at  a  tem- 
perature of  — 10°  C.  or  lower.  Globulin  as  a  solid 
free  from  alcohol  and  containing  less  than  5  per- 
cent moisture,  shall  be  stored  at  a  temperature  of 
0°  C.  or  lower. 

(d)  Determination  of  the  lot.  Each  lot  of  Im- 
mune Serum  Gldbulin  (Human)  shall  represent  a 
pooling  of  approximately  equal  amounts  of  ma- 
terial from  not  less  than  1,000  donors. 

(e)  Sterilization  and  heating.  The  final  prod- 
uct shall  be  sterilized  promptly  after  solution.  At 
no  time  during  processing  shall  the  product  be  ex- 
posed to  temperatures  above  45°  C.  and  after  ster- 
ilization the  product  shall  not  be  exposed  to  tem- 
peratures above  30°  to  32°  C.  for  more  than  Y2 
hours. 

§  73.357   The  final  product. 

(a)  Final  sohbtion.  The  final  product  shall'  be 
a  16.5±1.5  percent  solution  of  globulin  containing 
0.3  molar  glycine  and  a  preservative. 


(b)  Proteim,  composition.  At  least  90  percent 
of  the  globulin  shall  have  an  electrophoretic  mo- 
bility not  faster  than  —2.8X10"^  centimeters  per 
volt  per  second,  when  measured  at  a  1  percent  pro- 
tein concentration  in  sodium  diethylbarbiiturate 
buffer  at  pH  8.6  and  0.1  ionic  strength. 

§73.358  Potency. 

(a)  Antibody  levels  and  tests.  Each  lot  of  final 
product  shall  contain  at  least  the  minimum  levels 
of  antibodies  for  diphtheria,  measles,  and  for  at 
least  one  type  of  poliomyelitis.  In  the  event  the 
final  bulk  solution  is  stored  at  a  temperature  above 
5°  C.  the  antibody  level  tests  shall  be  performed 
after  such  storage  with  a  sample  of  the  stored 
material. 

(b)  Minimum  levels.  The  minimum  antibody 
levels  are  as  follows: 

(1)  No  less  than  2  units  of  diphtheria  antitoxin 
per  ml. 

(2)  A  measles  neutralizing  antibody  level  of  no 
less  than  0.25  times  the  level  of  the  reference  mea- 
sles serum,  except  that  when  recommended  for  use 
with  Measles  Virus  Vaccine,  Live,  Attentuated, 
the  measles  antibody  level  shall  be  as  prescribed 
in  §73.353. 

(3)  A  poliomyelitis  neutralizing  antibody  level 
of  no  less  than  1.0  for  Type  1, 1.0  for  Type  2,  and 
2.5  for  Type  3,  times  the  antibody  level  of  the 
reference  poliomyelitis  immune  globulin. 

(c)  Reference  materials.  The  following  ref- 
erence materials  shall  be  obtained  from  the  Divi- 
sion of  Biologies  Standards: 

(1)  NIH  reference  measles  serum  for  correla- 
tion of  measles  antibody  titers. 

(2)  NIH  reference  poliomyelitis  immune  glob- 
ulin for  correlation  of  poliomyelitis  antibody 
titers,  Types  1,  2,  and  3. 

§  73.359   General  requirements. 

(a)  Heat  stability  test.  Approximately  2  ml. 
of  completely  processed  material  of  each  lot  shall 
not  show  any  visible  sign  of  gelation  after  heating 
in  a  12  X  75  mm.  stoppered  glass  tube  at  57°  C.  for 
4  hours. 

(b)  Hydrogen  ion  concentration.  The  pH  of 
final  container  material  shall  be  6.8  ±0.4  when 
measured  in  a  solution  diluted  to  1  percent  protein 
with  0.15  molar  sodium  chloride. 
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(c)  Turbidity.  The  product  shall  be  free  of 
turbidity  as  determined  by  visual  inspection  of 
final  containers, 

(d)  Date  of  manufacture.  The  date  of  manu- 
facture is  the  date  of  initiating  the  last  valid  mea- 
sles of  poliomyelitis  antibody  tesit  (§  73.358(b) 
(2)  and  (3) )  whichever  date  is  earlier. 

(e)  Labeling.  In  addition  to  complying  with 
all  applicable  labeling  required  in  this  part,  label- 
ing shall  indicate  that : 

(1)  There  is  no  prescribed  potency  for  viral 
hepatitis  antibodies. 

(2)  The  product  is  not  recommended  for  intra- 
venous administration. 

(3)  The  lot  is  or  is  not  suitable  for  use  with 
Measles  Virus  Vaccine,  Live,  Attenuated. 

(4)  The  lot  is  or  is  not  recommended  for  polio- 
myelitis. 

(f)  Samples  and  protocols.  For  each  lot  of 
Immune  Serum  Globulin  (Human)  the  following 
material  shall  be  submitted  to  the  Director,  Divi- 
sion of  Biologies  Standards,  National  Institutes  of 
Health,  Bethesda,  Md.  20014 : 

( 1 )  A  50  ml.  sample  of  the  final  product. 

(2)  All  protocols  relating  to  the  history  of  each 
lot  and  all  results  of  all  tests  prescribed  in  these 
additional  standards. 

Additional  Standards  :  Allergenic  Products 
§  73.500 1   The  product. 

(a)  Definition.  Allergenic  Products  are  prod- 
ucts that  are  administered  to  man  for  the  diagnosis, 
prevention  or  treatment  of  allergies. 

(b)  Criteria  for  sQurce  material.  Only  specifi- 
cally identified  allergenic  source  materials  which 
contain  no  more  than  1  percent  of  detectable  for- 
eign materials,  shall  be  used  in  the  manufacture 
of  an  Allergenic  Product.    Source  materials  such 

.as  feathers,  hairs,  and  danders  shall  be  free  from 
blood  and  serum. 

§  73.501  ^   Manufacture  of  Allergenic  Products. 

(a)  Extraneous  allergenic  substances.  All 
manufacturing  steps  shall  be  performed  so  as  to 
insure  that  the  product  will  contain  only  the  aller- 
genic and  other  substances  intended  to  be  included 
in  the  final  product. 

i.Seos.  73.500.  73.501  and  73.502  added  August  7,  1965,  30  FR 
9880,  to  become  effective  October  6,  1965. 


(b)  Cultures  derived  from  microorganisms. 
Culture  media  into  which  organisms  are  inoculated 
for  the  manufacture  of  Allergenic  Products  shall 
contain  no  allergenic  substances  other  than  those 
necessary  as  a  growth  requirement.  Neither  horse 
protein  nor  any  allergenic  derivative  of  horse 
protein  shall  be  used  in  culture  media. 

(c)  Liquid  products  for  oral  administration. 
Liquid  products  intended  for  oral  administration 
that  are  filled  in  mulitple  dose  final  containers 
shall  contain  a  preservative  in  a  concentration 
adequate  to  inhibit  microbial  growth. 

(d)  Residual  pyridine.  Products  for  which 
pyridine  is  used  in  manufacturing  shall  have  no 
more  residual  pyridine  in  the  final  product  than 
25  mircograms  per  milli^ " 

§73.5021  Tests. 

(a)  Identity.  When  a  specific  identity  test 
meeting  the  provisions  of  §  73.75  cannot  be  per- 
formed, the  manufacture  of  each  lot  shall  be 
separated  from  the  manufacture  of  other  products 
in  a  manner  that  will  preclude  adulteration,  and 
records  made  in  the  course  of  manufacture  shall  be 
in  sufficient  detail  to  verify  the  identity  of  the 
product. 

(b)  Safety.  A  safety  test  shall  be  performed 
on  the  contents  of  a  final  container  of  each  lot  of 
each  product  as  prescribed  in  §  73.72  except  for  the 
following : 

(1)  For  lots  consisting  of  no  more  than  20  final 
containers  or  20  sets  of  individual  dilutions,  or 
where  the  final  container  contains  no  more  than 
one  intended  human  dose,  the  safety  test  need  not 
be  performed  on  the  contents  of  a  final  container 
provided  the  safety  test  is  performed  on  each  lot 
of  stock  concentrate  and  on  each  lot  of  diluent 
contained  in  the  final  product.  Only  stock  con- 
centrates and  diluents  which  have  passed  the  gen- 
eral safety  test  shall  be  kept  in  the  work  areas  used 
for  the  manufacture  of  Allergenic  Products.  A 
stock  concentrate  is  an  extract  derived  from  a 
single  allergenic  source  and  used  in  the  manu- 
facture of  more  than  one  lot  of  product,  and  from 
which  final  dilutions  or  mixtures  are  prepared 
directly. 

(2)  For  powders  for  scratch  test,  a  sample 
shall  be  suspended  in  a  suitable  diluent  and  in- 
jected into  each  animal,  and  the  sample  size  shall 
be  the  single  human  dose  recommended. 
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(c)  Sterility.  A  sterility  test  shall  be  per- 
formed on  each  lot  of  each  Allergenic  Prod- 
uct as  prescribed  in  §  73.73,  with  the  following 
exceptions : 

(1)  When  bulk  material  is  not  prepared,  the 
sterility  test  prescribed  for  bulk  material  shall  be 
performed  on  each  container  of  each  stock  con- 
centrate at  ^he  time  a  stock  concentrate  is  pre- 
pared, and  the  test  sample  shall  be  no  less  than  1 
ml.  from  each  stock  concentrate  container. 

(2)  For  lots  consisting  of  no  more  than  5  final 
containers,  the  final  container  test  shall  be  per- 
formed in  accordance  with  §  73.73(f)  (7)  using  the 
sample  therein  prescribed  or  using  a  sample  of  no 
less  than  0,25  ml.  of  product  from  each  final  con- 
tainer, divided  in  approximately  equal  propoi.- 
tions  for  testing  in  Fluid  Thioglycollate  and  Fluid 


Sabouraud's  media.  The  test  sample  in  the  latter 
alternative  method  may  be  an  overfill  in  the  final 
container. 

(3)  For  products  prepared  in  sets  of  individual 
dilution  series,  a  test  sample  of  0.25  ml.  shall  be 
taken  from  a  final  container  of  each  dilution,  which 
samples  may  be  pooled  and  one  half  of  the  pooled 
material  used  for  the  test  with  fluid  Thioglycollate 
medium  and  one-half  used  for  the  test  with  fluid 
Sabouraud's  medium. 

(4)  Tablets  and  capsules  need  not  be  tested  for 
sterility  provided  aseptic  techniques  are  employed 
in  their  manufacture. 

§  73.503  1  [Deleted.] 


1  Sec.  73.50.3  deleted  effective  October  26,  1966  (31  FR  11388 
dated  August  27,  1966). 
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